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REPORTS PUBUSHED BY THE DEPARTMENT OF INVESTI- 
GATION AND STATISTICS OF THE INDUSTRIAL COM- 
MISSION OF OHIO. 



I 



The Department of Inveatigatkin and Statistics of the Industrial Commis- 
sion of Ohio succeeded the Bureau of Labor Statistics September 1, 1913. The 
series of annual report! issued by that Burean, therefore, terminated with the 
thirty-seventh annual report, for the year ending December 31, 1912. The reports 
of the Department of Investigation and Statistics are issued at irregular intervals, 
and are numbered consecutively, beginning with No. 1, Each number it devoted 
to oae general subject. These reports will be furnished free upon application, 
postage prepaid to residents of Ohio. They will be furnished to non-residents, 
free, upon receipt of postage, or authorization to send same express C. O. D. 

Wages and Hours of labor of Women and Girls employed in Mer- 
cantile Establishments in Ohio in 1913. 

Accident Oaims Filed Under the Workmen's Compensation Act of Ohio, 
March I, 1912 to December 31. !913. 

Statistics of Mines and Quarries in Ohio, 1913. 

Industrial Accidents in Ohio, January 1, 1914 to June 30, 1914. 

Union Scale of Wages and Hours of tLabor in Ohio on Ifay 15, 19l4. 

Industrial Accidents in Montgomery County, Ohio, from July 1 to De- 
cenAer 31, 1914. 

Industrial Accidents i 
cember 31, 1914. 

Industrial Accidents i 
cember 31, 1914. 

'Industrial .Accidents in Hamilton County, Ohio, from. July 1 I 
cember 31, 1914. 

Lucas County, Ohio, from July 1 t 



No. 


1. 


No. 


8. 


No. 


3. 


No. 


4. 


No. 


5. 


No. 


6. 


No. 


7. 


No. 


e. 


No. 


9. 


No. 


10. 


No. 


11. 


No. 


12. 


No. 


13. 


No. 


14. 


No. 


15. 


No. 


18. 


No. 


17. 



1 Franklin County, Ohio, from July 1 to De- 
1 Cuyahoga County, Ohio, from July 1 to De- 



L Mahoning County, Ohio, from July 1 to De- 
1 Summit County, Ohio, from July 1 to De* 



1 Stark County, Ohio, from July 1 to December 



Industrial Accidents 

cember 31, 1914. 
Industrial Accidents i 

cember 31, 1914. 
Industrial Accidents i 

cember 31, 1914. 
Industrial Accidents ii 

31, 1014. 
■Cost of Living of Working Women in Ohio. 
Work of the Free Labor Exchanges of Ohio 

June 30, 1915. 
Rates of Wages, Hours of Labor, and Fluctuation of Employment i 

Ohio in 1914. 
TRq>ection of Workshops, Factories and Public Buildings in Ohi< 

September 1, 1913 to December 31, 1914. 



, for the Year Ending 
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INSPECTION OF WORKSHOPS, FACTORIES AND PUBLIC 
BUILDINGS IN OHIO, SEPTEMBER i, 1913, TO DECEM- 
BER 31, 1914. 

INTRCMJUCriON AND GENERAL SUMMARY. 

The Department of Inspection of Workshops and Factories and 
Pubhc Buildings is charged with making the inspections in connection 
with administering and enforcing — 

"the general laws of the State relating to mines, manufacturing, mechanical, 
electrical, art and laundering establishments, child labor, employment of minors, 
explosives, printing, telegraph and telephone offices, railroad depots, hotels, me- 
morial buildings, tenement and apartment houses, school- houses, colleges, opera 
houses, hails, theatres, churches, infirmaries, children's ihomes, hospitals, medical 
institutes, asylums, and other buildings used for the assemblage or betterment of 
people in the state, bakeries, employment offices, stores, intelligence offices and 
bureaus, manufacturers of cigars, sweat shops, fire-escapes, and means of egress 
from buildings, scaffolds, hoists, ladders and other matters relating to the erection, 
repair, alteration, or painting of buildings and structures, employment of females, 
hours of labor, licensed occupations and school attendance, and all other laws 
protecting the life, health, safety and welfare of' employes in employments and 
places of employment, frequenters of places of employment or relating to the 
health and safety of persons occupying or assembled in the structures named 
above." 

This report covers the work of the Department of Inspection of 
Workshops and Factories and Public Buildings, for the period from Sep- 
tember I, 1913, (the date when this Department became a part of the 
Industrial Commission of Ohio) to December 31, 1914. Throughout 
the period included, Mr. Thomas P. Kearns has been the Chief Deputy 
in charge of that Department. 

Under the organization of the Industrial Commission, the statistical 
work of the various departments is carried on by the Department of In- 
vestigation and Statistics under the direction of the Chief ' Statistician. 

INSPECTIONS. 

General Table I of this report shows for each industry the detailed 
requirements of the orders issued! 

During the sixteen months covered by this report — - 

20,095 establishments were inspected. 

24,465 inspections were made. 

11,220 orders with 31,341 distinct requirements were issued. 
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The summary table which follows shows the inspections made and 
orders issued by general industry or type of inspection. The number of 
inspections made exceeds .the number of establishments inspected for 
the reason that two or more separate and distinct inspections were made 
of some establishments. 

An inspection, as the term is used throughout this report, refers to 
an inspection of an establishment, without r^fard to the number of separ- 
ate buildings inspected and is, therefore, much below the total which 
would be reached by counting separate buildings as is sometimes done in 
making reports of factory inspection. 



INSPECTIONS MADE AND ORDERS ISSUED, SEPTEMBER 1 
DECEMBER 31. I9I4. 


1913 TO 


Industry or type of inspection. 


Establish- 
ments in- 
spected. 


Inspec- 

tilHlS 

made. 


Orders 

issued. 


Second 
notices 
issued. 




73 

10,409 

353 

2,995 

1,486 

165 
123 

437 
904 
97 

616 
949 

324 

333 

759 

3^263 
701 
49 
66 
146 


86 
18,370 

322 
3.704 

1,«0 

263 
150 

1,163 

585 

1,196 

114 

780 

1.315 

462 

404 

1,002 
5,980 
3,907 

51 
66 
153 


30 

6,256 

164 

1,370 

1.096 

121 

70 

669 

304 
544 
65 

384 

673 
161 

241 

494 
3,253 
1,184 
307 
31 
65 
94 








Chemicals and allied products. 
Food and kindred products... 
Iron and steel and their prod- 


5 
95 


Leather and its finished prod- 




Liquors and beverages 

Lumber and its remanufae- 


1 


Metals and metal products, 
other than iron and steel.. 


25 






Ston^, clay and glass prod- 








Tobaceo manufactures 

Vehicles for land transporta- 


7 


Manufactures, not elsewhere 




Service (hotels, restaurants, etc.). 

Transportation and public utilities. 
High explosives 


59 
10 
















20,095 


24,465 


11.220 









An order very often enumerates a nurnber of distinct changes or 
requirements. The total itemized requirements enumerated in the 11,220 
orders were 31,341, distributed as follows: 

19,254, or 61.4 per cent, were for the protection of life and limb. 
7,056, or 22.5 per cent, relate to sanitation, health, comfort, and 
moral saf guards. 
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4,17^, or 13.3. per cent, relate to the employment of 

ren and minors. 
853, or 2.8 per cent, relate to other matters. 

The 19,254 detailed requirements for the protection of life and limb 
include orders relating to dangerous machinery and processes, to protec- 
tion from fire, and to general safety. 

Some of the requirements most frequently enumerated in orders for 
the protection of life and limb and the number of times issued were as 
follows : 

Number of 
times ordered. Requirem'ents. 

1332 Guard belting and pulleys. 

1,466 Guard cog, gear, and friction wheels. 

1,^2 iProvide, extend, or repair handrails for stairways. 

1,212 Guard set -screws, bolts, nuts and keys. 

1,115 Provide fire extinguishers. 

738 Guard saws. 

737 Guard fly-wheels or drive-wheels. 

703 Swing exit doors outward. 

63S Guard emery wheels. 

577 Guard shaftings, exclusive of set-screws. 

490 Repair or renew floors. 

428 Provide fire-escapes. 

388 Provide, extend, or repair guard-raii for floor opening 

or platform. 

844 Provide panic-proof hardware. 

342 Provide or repair blower system or exhaust fans. 

302 Place signs or lights over exits, 

276 Guard planers, shapers, slotters, facers, and jointers. 

13fl Provide automatic gates or floor doors for elevators, 

hoists, and conveyors. 

117 Case in or otherwise guard unused sides of shafts or 

openings for elevators, hoists, and conveyors. 

Some of the requirements most frequently enumerated in the orders 
relatii^ to sanitation, health, comfort, and moral safeguards were as 
follows : 

Number of 
limes ordered. Requirements. 

778 Provide sanitary drinking fountain. 

632 'Paint, paper, or whitewash workroom. 

508 Clean workroom. 

478 Provide separate water-closets for each sex. 

419 Repair or re-tuild water-closet 

340 Clean water-closet. 

260 Provide water-closet.- 

249 Provide ventilation system. 
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232 Provide heating system. 

225 Provide sanitary dress-room for females. 

221 Provide or use disinfectant for water-closet. 

188 Clean bakery utensils, 

155 Provide ventilation for water-closet or dressing room. 

87 Provide light for workroom. 

Some of the requirements most frequently enumerated in the 4,178 
orders relating to the employment of women, children and minors were : 

Number of 
times ordered. Requirements, 

483 Stop employment of females over 18 more than 54 hours 

per week. 
353 Stop employment of females over 18 more than 10 hours 

340 Post child and minor labor notices. 

327 Secure school certificate for girls under 18. 

255 Stop employment of girls 16 but under 18 more than 8 

hours per day. 
251 Stop employment of girls 16 but under 18 more than 48 

hours per week. 

/ 245 Post female labor notices. 

217 Keep and post register of children. 

185 Stop employment of girls 16 but under 18 before 7 A. M. 

or after 6 P. M. 
142 Allow one hour for lunch where separate lunch room is 

not provided, 

-An "order" as the term is used in the Department of Inspection of 
Workshops, Factories, and Public Buildings is a written notice to a firm 
to do certain things required by law. An order may enumerate any num- 
ber of things which are to be remedied or it may state only a single 
item. During the period covered by this report, the Department issued 
ri,22o orders which contained 31,341 requirements. 

The list which follows shows the detailed requirements of orders 
issued. The orders are arranged under eleven general groups entitled: 

Children, minors, and women. 

General safety. 

Lighting. 

Furnishings (for school-houses, theatres, etc.) 

Ventilation and over- crow ding. 

Heating. 

Sanitation, health, comfort, and moral safeguards. 

Dangerous machinery and processes. 

Protection from fire. 

High explosives. 

Miscellaneous orders. 
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DETAILED REQUIREMENTS OF ORDERS ISSUED. 

(The abbreviation, n, e. s., as appended to order titles, is to be interpreted 
throughout as not elsewhere specified.] 

[The term "workroom" is to be interpreted throughout this report as in- 
cluding shop, auditorium or other main interior.] 
Number of 

ordered. RequiremenU, 

Children, Minors and Women. 

817 Keep and post register of children. 

340 Post child and minor labor notices. 

245 Post female labor notices. 

60 Discharge boys under 15. 

95 Secure school certificates for boys under 16. , 

78 Stop employment of boys 15 but under 16 more than 8 hours per day. 

68 Stop employment of boys 15 but under 16 more than 48 hours per week. 
57 Stop employment of boys 15 but under 16 before 7 A. M. or after 

6 P. M. 

22 Stop employment of boys 15 but under 16 more than 6 days per week. 
33 Stop employment of boys 16 but under 18 more than 10 hours per day. 

104 Stop' employment of boys 16 but under IS more than 51 hours per week. 

69 Stop emplojmient of T>oys 16 but under 18 before 6 A. M, or after 
10 P. M. 

55 Stop employment of boys 16 but under 18 more than 6 days per week. 
57 Discharge girls under 16. 
327 Secure school certificates for girls under Ig. 

255 Stop employment of gi'^ls 16 but under 18 more than 8 hours per day. 
251 Stop employment of girls 16 but under 18 more than 48 hours per week. 
185 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 
63 Stop employment of girls 16 but under 18 more than 6 days per week. 
12 Stop employment that requires constant standing of girls 16 but 

■under 18. 
40 ■ Stop employment of girls 18 but under 21 more than 10 hours per day. 
97 Stop employment of girls 18 but under 21 more than 54 hours per week, 
93 Stop employment of girls' 18 but under 21 before 6 A. M. or after 

10 P. M. 
97 Stop employment of girls 18 but under 21 more than 6i days per week. 
51 Stop employment that requires constant standing of girls 18 but 
under 21. 
1 Orders concerning girls 18 but under 21, n. e. s. 

23 Stop employment of children under 16 at dangerous machinery, where 
health may be injured or morals depraved, or in the tobacco trades, 

27 Stop employment of children under 18 at extremely dartgerous occupa- 

! Stop employment of persons under 21 where intoxicating liquors are 

made or handled. 

1 Furnish written agreement as to wages paid to minors, 

353 Stop employment of females over 18 more than 10 hours per day. 

483 Stop employment of females over 18 more than 54 hours per week. 

81 Provide lunch-room and allow 30 minutes for lunch. 

6 Allow 1 hour for lunch, pending completion of lunch-room. 

142 Allow 1 hour for lunch where separate lunch-room is not provided, i 

,oogle 



Number of 



ordertd. Requirt 

1 Orders concerning lunch-rooms, n. e. s. 

2 Stop employment of women at emery wheels. 
83 Provide seals for women. 

2 Permit use of seats for women. 

1 Orders concerning women, n. e. s. 



General Safety. - 

Post danger signs or provide signals. 

Abandon building permanently. 

Abandon building until required changes are completed. 

Abandon part of building permanently. 

Abandon part of building until required changes are completed. 

Build new chimneys, flues or stacks. 

<[:hange or repair chimneys. Hues or stacks. 

Orders concerning chimneys, flues, or stacks, n. e. s. 

Repair or renew floors. 

Cover floor openings. 

Make general structural repairs on building. 

Provide, extend or repair guard-rail for floor opening or platforr 

Repair ot renew roof. 

Provide railed platform and steps at ground exit. 

Orders concerning minor repairs, n. e. s. 

Provide additional inside stairways. 

'Provide, extend or repair handrails for stairways. 

Remove obstacles from stairways. 

Repair, re-arrange or remove stairways. 

Repair stairway treads. 

Orders concerning stairways, n. e. s. 

Orders concerning safety of surroundings, n. e. s. 

Orders concerning general safety, a. e. s. 

Lighting. 

Provide light for basement. 
Provide light for dressing-room. 
Provide light for lialls or stairs. 
Provide light for wash-room. 
Provide light for water-closet. 
Provide light for work-room. 
Orders concerning lig'hting, n. e. s. 

Furnishings. {For School-houses, Theatres, etc.') 

Provide standard seats. 

Repair seats. 

Re-arrange seats. 

Remove seats. 

Orders concerning furnishings, n. e. s. 

Ventilation and Over-Crowding. 
Porvide sufGcient air space by limiting attendance. 
Provide sufficient air space by enlarging building. 
Restrict use of parts of building to specific purposes. 
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Number of 

ordered. Requirements. 

249 Provide ventilation system. 

51 Alter or repair ventilation system. 

55 Provide ventilation where system is not used, 

88 Alter or repair means of ventilation where system is not useil. 

135 'Provide ventilation for water-closet or dressing-room. 

12 Orders concerning ventilation and over-crowding, n. e, s. 

Healing. 

232 Provide heating system. 

86 Alter or repair heating system. 

17 Provide means of heating where system is not used. 

26 Alter or repair means of heating where system is not used. 

1 Orders concerning heating, n. e. s. 

Sanitation, Health, Comfort and Moral Safeguards, 

64 Clean airrshafts, cellars or yards. 

778 Provide sanitary drinking fountain. 

56 Provide individual drinking cups. 
8 Provide or repair pump. 

3 Clean well. 

6 Provide well. 

4 Orders concerning drinking water, n. e. s. 
67 Clean or clear dressing-room. 

8 Extend dressing-rdoiti partition or provide cover tor top of dressing- 

12 Provide screen or door for dressir^-room. 
14 Provide individual lockers in dressing-room. 

225 Provide dressing-room for females. 

9 Provide sink or water in dressing-room. 

23 Provide adjacent dressing-room and water-closet. 

27 Provide dressing-room. 

41 Orders concerning dressing-rooms, n. e. s. 

3 Prohibit use of oil on floors. 
26 Clean halls or stairs. 

14 Paint or whitewash halls or stairs. 

2 Orders concerning halls and stairs, n. e. s. 

30 Provide lunch-room, other than that reserved for females. 

5 Qean lunch-room. 

2 Orders concerning lunch-rooms, n. e. s. 

96 Provide or repair drainage or spouting. 

23 Provide or repair plumbing, 

13 Orders concerning sanitation of surroundings, n. e. s. 
9 Qean wash-room. 

4 Provide individual towels. 
2 Repair wash-room. 

30 Provide sink or water in wash-room. 

36 ■ Provide wash-room or washing facilities. 

192 Provide additional water-closet facilities. 

A Provide separate approaches to water-closet. 

340 Clean water-closet. 

221 Provide or use disinfectant for water-closet. 

23 Provide door for water-closet. ^^ , 
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Number of 
times 
ordered. Requirements. 

13 'Provide lock and key for door of women's water-closet. 

6 Provide means of flushing water-closet. 

89 Build or extend water-closet partition or provide cover for top of 
water-closet. 

3 Paint, paper or whitewash water-closet. 

419 Repair or rebuild water-closet. 

66 Provide screen for water-closet. 
478 Provide separate walet-closets for each sex. 

76 Place signs designating water-closets. 

74 Discontinue use of outside closet and provide equivalent inside facili- 

6 Discontinue use of basement closet unless females are regularly em- 
ployed in basement. 

8 Remove closet to greater distance from shop. 

260 Provide water-closet. 

26 Orders concerning water-closets, n. e. s. 

506 Clean workroom. 

5 Provide cuspidors in workroom (a). 

31 Discontinue shop. 

3 Provide lattice floor in workroom (a). 

74 Prohibit living or sleeping in workroom (a). 

632 Paint, paper or whitewash workroom (a). 

54 Plaster or ceil walls of workroom (a). 

196 Repair plaster of workroom (a). 

45 Provide, clean or repair plumbing or sinks of workroom (a). 

3 Provide proper receptacle for oily rags or like waste in workroom (a). 

8 Provide receptacles for refuse in workroom (a). 
62 Remove refuse from workroom (a). 

4 Repair oven or other bakery utensils. 

9 Provide shelves for bread. 

5 Provide towels in workroom (a). 
188 Clean bakery utensils. 

I Provide water front to reduce excessive heat. 

9 Orders concerning workrooms, n. e. s. (a). 

Dangerous Machinery and Processes. 

171 Provide blower system or exhaust fans. 

171 Repair, alter or connect blower system or exhaust fans. 

21 Provide goggles. 

3 Prohibit use of salamander. 

147 Remove products of combustion, poisonous gas or dust. 

10 Provide respirators. 

190 Provide rubber mat or wood platform at switch-board. 

22 Orders concerning dangerous processes, n. e. s. 
9 Guard air compressors. 

150 Guard engines, exclusive of fly-wheels. 

80 Guard motors, dynamos, exciters and transformers. 

1 Orders concerning motors and engines, n. e. s. 



(a) The term "workroom" is to be interpreted throughout this report as in- 
cluding shop, auditorium or other main interior. ^ 
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ordered. ■ Requirements. 

1832 Guard belling and puHeys. ' 

43 Provide belt shifter or loose pulley. 

1466 Guard cog, gear and friction wheels. 

577 Guard shafting, exclusive of set-screws. 

97 Guard sprocket and chain belt. 

5 Guard transmission a.ppacatus, n, e. s. 

22 Guard boring, drilling and reaming machines. 

2 Guard boltlipg and crowning machines. 

4 Guard paper corner-stayers and edgers. 

1 Guard meat choppers, power mincers and other cutting and chopping 

machines. 

13 Guard paper cutlets, trimmers and slitters. 

1 Guard ending machines. 
635 Guard emery wheels. 

4 Guard laundry machines, exclusive of extractors, rolls and calenders. 

94 Guard extractors. 

8 Provide safety equipment for ladders. 

4 Guard wood lathes. 

6 Guard metal lathes. 

2 Guard nrilling machines. 
74 Guard mills and mixers. 

276 Guard planers, shapers, slotters. facers and jointers. 

8 Guard polishing and buffing machinery, exclusive of emery wheels. 

1 Guard power hammers, steam or electric riveters and allied machinery. 

101 Guard power presses. 

5 Guard pumps. 

46 Guard rolls and calenders, 

738 Guard saws. 

1 Guard spinning machines. 

2 Guard sewing machines. 

6 Guard screw-making and threading machines. 
1 Guard shoe machinery. 

129 Guard stamping, shearing and punching machines. 

5 Guard universal wood-workers. 

3 Guard ventiJating or exhaust machines. 
8 Guard paper machinery, n. e. s. 

1 Guard printing and binding machinery, n. e. s. 

37 Guard wood-working machinery, n, e. s. 
32 Keep dangerous machinery in good order. 
91 Provide guards for machinery, n. e, s. 

737 Guard fly-wheels or drive-wheels, 

18 iprovide railed pladform for oiling or working. 

1212 Guard set-screws, bolts, nuts and keys. 

34 Provide skirt-iboards, 

5 Orders concerning parts of machines, n. e. s. 

38 Keep guards in good order. 
155 Prohibit removal of guards. 

8 Orders concerning condition of guards, n. e. s. 

136 Provide automatic gales or floor doors for elevators, hoists, or con- 

59 Repair automatic gates or floor doors for elcvatons, hoists or con- 
veyors. 
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ordered. RequiremenU. 

117 Case in or otherwise guard unused sides of shafts or openings < 

elevators, hoists or conveyors. 

34 Case in unused sides of elevator car. 

1 Hook up crane chains when not in use. 

4 Clean elevator or hoist 

1 Provide clutch lock for band cable. 

1 Provide hooks or flanges for ladles, pans, flasks or boxes used in coi 

K Guard elevator ledges. 

1 Provide safety stop for elevators or hoists. 
32 Repair elevator, hoist or conveyor. 

15 Provide screen at top of elevator or hoist. 

11 Provide warning apparatus for descent of elevator. 

11 Provide warning apparatus for traveling cranes. 

37 Orders concerning elevators, hoists and conveyors, n. e. s. 

Protection from Fire. 

51 Qiange aisles. 

15 Cover heating pipes. 

4 Screen open stoves. 

358 Cover furnaces or fuel rooms. 

133 Prohibit obstruction of aisles, spaces, entrances or exits. 

17 Prcdiibit standing in aisles or spaces. 

21 Restrict class of entertainment. 

23 Remove bars, grating or screen from doors or windows. 

2 Swing hing«d screens outward. 

70 Provide standard fire-proof doors. 

53 Keep doors and windows unlocked during working hours. 

14 Close window openings. 

3 Remove doors. 

344 Provide panic-proof hardware, 

8 Swing screened hinged sash outward. 

1 Provide steel shutters. 

703 Swing exit doors outward. 

67 Alter or repair doors or windows. 

12 Provide metal frame'and sash and wire glass windows. 

8 Orders concerning doors and windows, n. e, s. 
25 Provide gradient. 

142 'Provide new ground floor exits. 

97 Provide new exits, not lire-escapes, for upper floors, galleries o 
bakonies. 

5 Fire-proof stairways. 

302 Place signs or lights over exits. 

24 Orders concerning exits, n. e. s. 

39 Provide access to tire-escape by structural change. 

25 Provide slide-ladder or suspended stairway. 
3 Fasten chairs together. 

76 Fasten chairs to floor. 

I Prohibit janitor's absence during session. 

9 Provide ladder or stairway to roof. 
8 Clear hallway to exits. 
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i. Requirements. 

Qeat passage to fire-escape, exclusive of hall. 
Remove obstructions on fire-escape. 
Paint fire-escape. 
Provide fire-escape. 
Alter or repair fire-escape. 
Orders concerning fire-escapes, n. e, s. 
Orders concerning electric wiring. 
Provide fire-extinguisiier. 
Re-charge fire -extinguisher. 
Provide fire -gong. 
Paint stage appurtenances. 
Remove scenery. 
Provide roof scuttle. 
Provide fire-proof curtain. 
Fire-proof walls, other than proscenium w^l. 
Fire-proof proscenium wall. 
Provide- life-line. 
Remove rubbish. 
Remove combustibles. 
Remove mirrors. 
Remove hose from gas stoves. 
Sell no moreHiickets than seating capacity. 
Install standpipe and hose. 
Attach hose to standpipe. 
Provide water and pails. 

Discontinue use of motor for motion pictures. 
Keep extr^ films in tight metal box. 
Remove or fire-proof wood shelving in machine booth. 
Rewind films inside booth. 

Provide safety mount for motion picture machine. 
Provide or repair slides and cords for motion picture machine. 
Provide standard machine booth. 
Fire-proof machine booth. 
Ventilate machine booth. 

Provide standard door and hardware for machine booth. 
Orders concerning machine booth, n. e. s. 
Orders concerning fire protection, n. e. s. 

High Explosives, 

Orders concerning amounts and locations of stores. 

Move magazine. 

Provide new magazine. 

Place sign on magazine or vehicles o£ transportation. 

File statement. 

File sworn statement 

Execute bond. 

Certificate revoked. 

Miscellaneous Orders. 
Sufjmit building plans. 
(Label convict-made goods. 
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16 Label mattresses. 
591 Orders, instructional.' 
]21 Orders, miscellaneous, n. e. s. 

An "order" as the term is used in the Department of Workshops, 
Factories and Public Building:s, as stated previously, is a written notice 
to a firm to do certain things required by law. An order may enumerate 
any number of things which are to be remedied or it may state only a 
single item. During the period covered by this report, the Department 
issued 11,220 orders which contained 31,341 requirements. 

The table which follows shows for each general industry class the 
number of orders issued containing each classified requirement : 
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The next table shows for each genera! industry group the percentage 
of requirement of each general class! Thus, in the iron and steel in- 
dustry, 72.0 per cent of the requirements related to dangerous machinery 
and processes. In the manufacture of food products, 40.1 per cent of 
the requirements related to sanitation, 27.0 per cent to dangerous ma- 
chinery, and 13.7 per cent to general safety. In the inspection of tene- 
ments, two-thirds (66.1 per cent) of the requirements related to protec- 
tion from fire and 25.1 per cent to general safety. In the inspection of 
establishments engaged in trade, 48.1 per cent of the requirements related 
to children, minors, and women and 20.8 per cent to sanitation, etc. 
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The table which follows shows for each county of the state the 
number of establishments visited, inspections made, orders issued, and 
second notices issued. This table does not show the number of require- 
ments included in the orders as an order may contain one or any num- 
ber of requirements. 



INSPECTIONS MADE AND ORDERS ISSUED. BY COUNTIES. 



County. 


Establish- 
ments in- 
spected. 


Inspec- 
tions 
made. 


Orders 
issued. 


Second 
notices 


Adams 


66 
259 
118 

m 

215 

90 
215 
102 . 
457 

23 
202 
587 
141 

202 

44 
133 
2.152 
117 
105 

96 
198 
151 

77 
806 

61 

86 

41 
159 
103 
3,775 
148 
106 

45 

75 
146 
122 

54 
155 
177 
174 
116 

118 
255 
164 
274 
564 
78 
299 


92 

284 ■ 
139 
197 
229 

93 
254 
138 
585 

25 
253 
814 
195 
112 
287 

53 

137 

2.773 

125 

112 

217 
155 

85 
951 

67 
100 

43 
176 
116 
3,477 
161 
121 

53 

177 
127 

65 
167 
213 
259 
152 

71 
163 
305 
210 
344 

86 
342 


28 

125 
■ 46 

135 
97 
46 
52 
38 

411 
10 
85 

107 
50 
86 

114 
11 
82 
1.343 
74 
45 
18 

130 
54 
23 

412 
45 
38 
16 
95 
31 
1,968 

104 
78 
13 
33 
71 
41 
36 
79 

81 
38 
37 
38 
96 

77 
310 

30 
250 
































Butler 
















































Delaware ■ 








Fairfield ... . . 
















































Henry 




























































Mahoning 


10 
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County. 


Establish- 
ments in- 
spected. 


Inspec- 
tions 
made. 


Orders 
issued. 


Second 
notices 

issued. 


Marion 


152 
102 
255 
70 
27T 
24 
!,269 
■ 99 
60 
334 
20 
73 
60 
225 
86 
51 
84 
127 
116 
243 
214 
144 
305 
226 
76 
582 

203 
321 
117 
83 
63 
120 

193 
117 

79 


163 

114 
294 

75 
334 

25 

'l05 
85 
424 

75 

242 
105 
61 
96 
145 
140 
306 
265 
223 
417 
287 
78 
674 
185 
236 
376 
137 
85 
71 
124 
101 
232 
122 

100 


106 

39 
157 

43 
175 

10 
732 

13 

33 
105 

10 

45 

29 

73 

59 , 

25 

47 

81 

66 
130 

76 
105 
122 
168 

33 
272 

55 
163 
214 

47 

43 

49 
150 

21 

'& 

46 
42 




Medina 




































Noble 




















Pike .J. 








































Stark 














24'"" 


Union 












Warren . . 








Wayne 








Wood 












Total 


20,095 


24,465 


11,220 


653 



ION OF PLANS. 

Plans and specifications for new public buildings of all classes, 
erect'ed in the State, except in the larger cities having their own regularly 
organized Building Departments, are required to be submitted to this 
Department for examination and approval. 

The greater number of these buildings are included under the va- 
rious classifications of the Ohio State .Building Code and the Depart- 
ment has adopted regulations for those buildings not covered by the 
Code. 

The examination of these plans and specifications occupied most of 
the time of the two Architects of the Deparment, Mr. Lester Redding 
and Mr. O. H. Matthews. 
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The number of plans submitted has rapidly increased from year to 
year since the adoption of the State Building Code, and during the 
period covered by this report a total of 1,030 different sets of plans and 
specifications were examined. In most cases it was necessary to make 
two and often three or four examinations of the same set of plans be- 
for all of the requirements had been made in a satisfactory manner. 
This, of course, greatly increased the amount of work to be done. 

The following statement shows the number of sets of plans exam- 
ined by class of buildings: 

Number of 
Sets. 

School Buildings — Public and Parochial 243 

Churches and Temporary Tabernades 149 

Theatres of Ail Classes and Air Domes 196 

Heating, Ventilating and Sanitary Systems — all classes of buildings.... 286 
Miscellaneous, including Business and other College Buildings, Libraries, 
Dormitories, Y. M.- C. A. Buildings, Buildings for State Institu- 
tions, Armory Buildings, Lodge Buildings, and other Assembly 
Halls, Town and Township Halls, Gymnasiums, Hospitals, Court 
Houses, County Infirmaries, County Jails and Children's Homes 156 



Total . 



A part of the duties of the Architects also consists of making in- 
spections of new buildings in course of construction and upon com- 
pletion, in order to determine whether or not approved plans and speci- 
fications had been followed in their construction. Owing to the fact 
that the work of examination of plans has steadily increased, the Archi- 
tects were able to make only fifty-seven of these inspections during this 
period. 

The Architects have also been of great assistance in matters relating 
to old public and other buildings cwning under the jurisdiction of the 
Department, especially along the lines of fire prevention and the pro- 
tection of life and health of the occupants of these buildings. They have 
made a particular study of this part of the work and have given the 
District Deputies the advantage of their practical exjperience and tech- 
nical knowledge of building inspection. 

PROSECUTIONS. 

During the sixteen months covered by this report, the Department 
of Inspection of Workshops, Factories, and Public Buildings filed a total 
of 339 affidavits for violations of the various laws coming under the 
jurisdiction of the Department for enforcement. 

319 cases resulted in conviction. 
20 cases were dismissed or acquitted. 
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A conviction was secured in a very large proportion of the cases, 
but the court suspended or remitted the fine in 169 or more than one- 
half of such cases. 

The names of firms prosecuted appear on pages . . to 

The principal causes for prosecutions were violation of laws regu- 
lating the employment of children, minors, and women. The number of 
prosecutions for each cause is enumerated below : 

Number 
Cause of Prosecution. of cases. 

Employment of female over 18 years of age more .than 10 hours per day 15ft 
Employment of boy 16 but under 18 years of age more than 10 hours per 

day 4 

Employment of girl 16 but under 18 years of age more than 8 hours per day 75 
Employment of boy 15 but under 16 years of age more than 8 hours per day 17 

Employment of girl under 18 years of age without school certificate 27 

Employmetft of boy under 16 years of age without school certificate 4 

Employment of girl 16 but under 18 years of age after 6 P. M 8 

Employment of boy 15 but under 16 years of age after 6 P. M 7 

Employment of boy 16 but under IS years of age after 10 P. M 7 

Employment of boy 16 but under 13 years of age as messenger after 9 P. M. 3 

Employment of girl under 16 years of age 11 

Employment of boy under 15 years of ^e 7 

Employment of minor under 16 years of age at dangerous machinery 3 

Cause not otherwise classified 13 

Total 359 

SUMMARY. 

The work of the Chief Factory Inspector and his Deputies has been 
of inestimable value in reducing the dangers to life and limb and to 
health of industrial workers and has also materially lessened the dangers 
in halls and other public gathering places. 

In connection with the campaign for greater safety inaugurated by 
the Industrial Commission, many requests have been received from em- 
ployers for complete inspection of their plants by expert inspectors 
who 'would make recommendations for the most efficient safeguards 
which could be provided. This interest and cooperation on the part of 
employers is most gratifying as the dangers to life and limb can be 
eliminated only through the cooperation of employers and of employes 
and also a practical as well as sympathetic interest on the part of the 
public. 

It is the purpose of the Department of Investigation and Statistics 
in subsequent reports to relate as closely as possible the analysis of the 
factory inspection work and the industrial accidents in the State. The 
relation of such data is noted in some of the instances to which ref- 
erence is made in the summary. 

That exit doors of churches, halls, schools, tfieatres, and similar 
public buildings shall swing outward is a reasonable requirement look- 
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]T accidents causing partial disability for life. 

62 accidents causing disability for more than seven days. 

48 accidents causing disaiility not to exceed seven days. 

With a total of 127 industrial accidents chargeable to cog, gear, 
and friction wheels in six months of 1914, the Department of Inspec- 
tion of Workshops, Factories, and Public Buildings found such nja- 
chinery so poorly guarded in one out of every eight manufacturing 
establishments visited that it was necessary to issue an order to provide 
guards. 

Orders to guard saws were issued to 715 manufacturing establish- 
ments out of 10,409 inspected. During the first six months of 1914, 
industrial accidents (a) were ascribed to saws as follows; 

1 death. 

48 accidents causing partial disability for life (one caused loss of eye, 2 
loss of arm, 2 loss of hand, 41 loss of thumb, fingers, or parts thereof.) 
of band, 41 loss of thumb, fingers, or parts thereof.) 
156 accidents causing disability for more than seven days. 
127 accidents causing disability not to exceed seven days. 

A total of 332 industrial accidents within six months including one 
death and 48 maimed for life were chargeable to saws and the Factory 
Inspectors found the saws so poorly guarded in one out of every fif- 
teen manufacturing establishments inspected that it was necessary to 
issue an order to provide guards. 

Accidents in many cases are caused by carelessness on the part of 
employes or by failure to use safety devices provided by employers. 
In the prevention of accidents, however, the employer has a two-fold 
obligation, first to provide proper safeguards and safety devices, and 
second, to require his en(ployes to properly use such guards and devices. 
In a very few cases, it was necessary to issue orders prohibiting re- 
moval of guards. The total number of such orders issued during the 
sixteen months was only 155, while it was necessary to issue orders to 
provide guards for dangerous machinery or appliances in several thou- 
sand establishments where satisfactory guards had not previously been 
provided. 

Many employers in Ohio are making every effort to provide prop- 
erly guarded machinery and to comply with the laws relating to work- 
ing conditions. The example of such employers will be a strong in- 
centive to others and of very great assistance to the Industrial Com- 
mission, of Ohio in its campaign for the conservation of human life. 

Public sentiment, however, must be more generally aroused before 
public building and factory inspection laws can be effectively enforced. 



(a) See Report No. 4 of the Department of Investigation and Statistics. 
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This report was compiled from the files of the Department of 
Workshops, Factories and Public Buildings by Miss Carrie E. Reid, 
Statistical Clerk in the Department of Investigation and Statistics. 

In compiling this report, it was necessary for employes of the De- 
partment of Investigation and Statistics to have continual access to the 
files of the Department of Inspection of Workshops, Factories, and 
Public Buildings in order that the inspections and orders could be fully 
analyzed. A great deal of assistance and every possible courtesy has 
been rendered by Mr. Thomas P. Kearns, Chief Deputy, and others in 
his Department. 

Ffed C. Croxton, 

Chief Statistician. 
Columbus, Ohio, September 29, 1915. 
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TABLE I — DETAILED REQUIREMENTS OF ORDERS ISSUED, 

SEPTEMBER i, 1913, TO DECEMBER 31, 1914, 
BY INDUSTRIES. 

(The requirements detailed in the table which follows are not to be interpreted 
as the number of actual violations found in the establishments inspected, as an 
order does not show the number of violations in a given establishment. For 
example, a requirement to discharge girls under 16 years of age may refer to only 
one or to a large number of such employes, according to the size and nature of 
business of the establishment affected. Similarly, the guarding of machinery of 
any specified kind may include any number of such machines in one estaWish- 
ment. It will be readily seen, therefore, that the total actual violation is a figure 
much in excess of the total requirements enumerated in the orders issued.) 

CONSTRUCTION. 
(73 establishments inspected.) 
General Contracting. 
(39 establishments inspected.) 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

General Safely. 

2 Provide, extend or repair guard-rail for floor opening or platform, 
1 Orders concerning minor repairs, not elsewhere specified. 

4 Provide, extend or repair handrails tor stairways. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Provide or use disinfectant for water-closet. 
1 Provide separate water-closets for each sex. 

3 Provide water-closet. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

2 Guard engines, exclusive of fiy-wheels. 

3 Guard beltii^ and pulleys. 

2 Guard shafting, exclusive of set-screws. 

2 Guard emery wheels. 

1 Guard planers, shapers, slotters, facers and jointers. 
6 Guard saws, 

2 Guard fly- or drive-wheels. 

3 Guard set-screws, bolts, nuts and keys. 

Protection From Fire. 
3 Provide new ground floor exits, 
3 Provide fire-extinguishers. 

I Remove hose from gas stoves. 
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TABLE I — Continued. 

■CONSTRUCTION. 
Plumbikg. 
(40 establishments inspected.) 
Number of 
orders containing ■ 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Sanitation, Etc. 
4 Provide sanitary drinking fountain, 
1 Provide additional water-closet facilities. 

1 Provide water-closet. 

Dangerous Machinery and Processes. 

6 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
4 Guard emery wheels. 

2 Guard set-screws, bolts, nuts and keys. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors 

1 Guard elevator ledges. 

Protection from Fire. 
1, Prohibit obstruction of aisles, spaces, entrances or exits. 
1 Provide fire-extinguisher. 

CONSTBUCTION, NoT OTHERWISE CLASSIFIED. 

Protection from Fire. 
1 Remove hose from gas stoves. 

CHEMICALS AND ALLIED PRODUCTS. 
(263 establishments inspected.) 
Aqds and Wood Disthj-ation.. 
(29 establishments inspected.) 

General Safety. 
1 Repair or renew floors. 
I Cover floor openings. 

7 Provide, extend or repair guard-rail for floor openings or platform. 

1 Orders concerning minor repairs, not elsewhere specified. 
4 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 

1 Repair or rebuild water-closet. 

Dangerous Machinery and Processes. 

2 Provide blower system or exhaust fans. 

4 Provide rubber mat or wood platform at switch-board. 
1 Guard motors, dynamos, exciters and transformers. 

8 Guard belting and pulleys. 
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TABLE I — Continued, 
CHEMICALS AND ALUED PRODUCTS— Continued. 

NumbeT of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

T Guard cog, gear and friction wheels. 

4 Guard shafting, exclusive of set-screws. 

1 Guard sprocket and chain belt. 

1 Provide guards for machinery, not elsewhere specified. 

3 Guard fly- or drive-wheels. 

4 Guard set-screws, bolts, nuts and keys. 

Protection from Fire. 
I Provide fire-extinguisher. 
1 Re-charge lire -extinguisher. 
I Remove hose from gas stoves. 

Blacking, Ci-eANrNG and Poushing Preparations, 
(13 establishments inspected.) 

Children, Minors and Women. 
I Allow 1 hour for lunch where separate lunch-room is not provided. 



Provide sanitary drinking! fountain. 
Provide dressing-room for females. 
Clean lunch -room. 

Dangerous Machinery and Processes. 
Guard belting and pulleys. 
Guard shafting, exclusive of set-screws. 

Guard set-screws, bolts, nuts and kEys. 

Protection from Fire. 
Remove combustibles. 

Miscellaneous Orders. 
Orders, miscellaneous, not elsewhere specified. 

Fertiuzers. 
(22 establishments inspected.) 
General Safety. 
R^air or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 
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TABLE I — Continued. 

CHEMICALS AND ALLIED PRODUCTS— Continued: 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

SanitalioH, Etc. 
6 Provide sanitary drinking fountain. 
1 Clean or clear dressing-room. 
1 Provide individual lockers in dressing-room. 

1 Provide or repair plumbing. 

2 Provide wash-room or .washing facilities. 

3 Provide additional water-closet facilities, 
1 Repair or rebuild water-closet. 

1 Discontinue use of outside closet and provide equivalent inside facilities. 

Dangerous Machinery and Processes. 

10 Guard belting and pulleys. 

3 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of -set-screws. 

1 Guard emery wheels. 

1 Guard rolls and calenders. 

2 Guard saws. 

6 Guard fly- or drive-wheels. 

3 Guard set-screws, bolts, nuts and keys. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
3 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists, or conveyors. 
1 Case in unused sides of elevator car. 



Protection fro 
Remove hose from gas stoves. 






Ink, Pmnting. 
(II establishments inspected.) 

Children, Minors and Women. 



Stop employment of boys 15 but under 16 ti 
Stop employment of boys IS but under 16 mc 



ire than 8 hours per day. 
; than 48 hours per week. 



Make general structural repairs on building. 

Provide, extend or repair guard-rail for floor opening or platform. 

Provide, extend or repair handrail for stairways. 



Sanitation, Etc. 
Provide sanitary drinking fountain. 

Discontinue use of outside closet and provide equivalent inside facilities. 
Paint, paper or whitewash workroom. 
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TABLE I — Continued. 

CHEMICALS AND ALLIED PRODUCTS — Continued. 
Number of , 

orders contatninff 
each specified Detailed Requirements of Orders Issued. 



regmremeHt. 



Dangerous Machinery and Processes. 
Guard belting and pulleys. ^ 

Guard cog, gear and friction wheels. 
Guard mills and mixers. 
Guard fly- or drive wheels. 
Guard set-screws, bcjts, nuts and, keys. 

Protection from Fire. 
Clear passage to fire-escape, exclusive of hall. 
Provide fire-extinguisher. 

Paint and Varnish. 
(63 establishments inspected.) 

Children, Minors and Women, 
Stop employment of girls 16 but under 18 more than 8 hours per day. 
Stop employment of girls 18 but under 21 more than 54 hours per week. 
Stop employment of girls 18 but under 21 more than 6 days per week. 
Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 16 more than 64 hours per week. 

General Safety. 
Repair or renew floors. 
Cover floor openings. 

Provide, extend or repair guard-rails for floor opening or platform. 
Provide additional inside stairways. 
Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 

Provide lunch-room, other than that reserved for females. 
■Provide screen for water-closet. 
Provide separate water-closets for each sex. 
Place signs designating water-closets. 

Danserous Machinery and Processes. 
Provide blower system or exTiaust fans. 
Remove products of combustion, poisonous gas or dust. 
Provide rubber mat or wood platform at switch-board. 
Orders concerning dangerous processes, not elsewhere specified. 
Guard engines, exclusive of fly-wheels. 
Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 
Provide belt shifter or loose pulley. 
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TABLE I — Continued. 
CHEMICALS AND ALLIED PRODUCTS — Continued. 
Number of 
orders contaitiinff 
each specified Detailed Requirements of Orders Issued,, 

requirement. 
23 Guard cog, gear and friction wheels. 
7 Guard siiafting, exclusive of set-screws. 
3 Guard sprocket and chain beh.- 

3 Guard emery wheels. 

1 Guard mills and mixers. 

2 Guard power presses. 
1 Guard saws. 

1 Guard stamping, shearing and punching machines. 

2 Provide guards for machinery, not elsewhere specified. 

4 Guard fly- or drive-wheels. 

1 Provide railed platform for oiling or working. 
13 Guard set-scre'ws, bolts, nuts and keys. 

1 Prohibit removal of guards. 

2 Provide automatic gates or floor doors for elevators, hoists or con- 

1 Guard elevator ledges. 

I Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
I Provide panic-proof hardware. 
1 Clear passage to fire-escape, exclusive of hall. 
1 Provide ilire-escape. 
1 Provide fire-extinguisher. 
1 Remove hose from gas stoves. 

Miscellaneous Orders. 

t elsewhere specified. 

Patent Medicines and Compounds and Dbuggtsts' Preparations. 
(41 establishments inspected.) 

Children, Minors and Women. 
[ Post female labor notices. 

I Stop employment of boys 15 but under 16 more than 8 hours per day. 
1 Stop employment of boys 15 but under Ifi more than 48 hours per week. 
1 Provide [unch-room and allow 30 minutes for lunch. 
J Allow 1 hour for lunch where separate lunch-room ig not provided. 

General Safety. 
1 Provide, extend or repair guard-rail for floor opening or platform. 
i Provide, extend or repair handrails for stairways. 
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33 
TABLE I — Continued. 
CHEMICALS AND ALLIED PRODUCTS— Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Sanitation, Etc. 

3 Provide sanitary drinking fountain. 

1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Clean halls or stairs. 

1 Clean water-closet. 

2 Provide separate water-closets for each sex. 

1 Place signs designating water-closets. 

Dangerous Machinery and Processes. 

2 Guard belling and pulleys. 

I Provide belt shifter or loose pulley. 

4 Guard cog, gear and friction wheels. 

1 Guard paper cutters, trimmers and slitters. 

I Guard power presses. 

1 Guard paper machinery, not elsewhere specified. 

1 Guard fly- or drive-wheels. 

1 Guard set-screws, bolts, nuts and keys. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 

1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 

1 Case in unused sides of elevator car. 

1 Guard elevator ledges. 

Protection from Fire. • 

1 Provide fire-escape. 
1 Provide fire-extinguisher. 

Petroleum Refining. 
(14 establishments inspected.) 



Repair or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 

Provide, extend or repair handrails for stairways. 

Lighting, 
Provide light for workroom. 



Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide separate water-closets for each s 
Place signs designating water-ciosets. 
Provide water-closet. 
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TABLE I — Continued, 

CHEMICALS AND ALLIED PRODUCTS — Continued. 

Number of 
orders contcuning 
each specified Delailed Requirements of Orders Issued, 

requirement 

Dangerous Machinery and Processes. 
1 Provide rubber mat or wood platform at switch-board. 

1 Guard motors, dynamos, exciters and transformers. 

2 Guard belting and pulleys. 

5 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws. 
1 Guard sprocket and chain belt, 
I Guard saws. 

1 Guard fly- or drive- wheels. 

2 Guard set-screws, bolts, nuts and keys. 

1 Repair automatic gates or floor doors for elevators, hoists or con- 
veyors. 

Miscellaneous Orders. 
1 Orders, miscellaneous, not elsewhere specified. 

Soap and Candles. 
(26 establishments inspected.) 

Children, Minors and Women. 
1 Discharge girls under 16. 
1 Secure school certificates for girls under 18, 

1 Stop employment of females over 18 more than 10 hours per day. 
1 Stop employment of females over 18 more than 54 hours per wedc 

3 Provide lunch-room and allow 30 minutes for lunch. 

General Safety. 
1 Repair or renew floors. 

6 Provide, extend or repair guard-rail for floor opening or platform. 
1 Provide, extend or repair handrails for stairways. 

Lighting. 

1 Provide light for workroom. 

i^entilation and Over-Crowding. 

2 Alter or repair means of ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
6 Provide sanitary drinking fountain. 

1 Extend dressing-room partition or' provide cover for top of dressing- 

2 Provide dressing-room for females. 
1 Provide individual towels. 

1 Provide additional water-closet facilities. 

4 Provide or use disinfectant for water-closet. 
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TABLE I — Continued. 

CHEMICALS AND ALLIED PRODUCTS — Continued. 

Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 
1 Provide blower system or exhaust fans. 

1 Remove products of combustion, poisonous gas or dust. 

2 Provide rubber' mat or wood platform at switch-board. 

2 Orders concerning dangerous processes, not elsewhere specified. 

3 Guard engines, exclusive of tly-wheels. 
16 Guard belting and pulleys. 

13 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws. 

3 Cuard sprocket and chain belt. 

1 Guard paper corner-stayers and edgers. 

1 (Guard paper cutters, trimmers and slitters. 

2 Guard emery wheels. 

1 Guard mills and mixers. 

1 Guard power hammers, steam or electric riveters and allied machinery. 

I Guard power presses. 

1 Guard saws. 

1 Keep dangerous machinery in good order. 

5 Guard fly- or drive-wheels. 

7 Guard set-screws, bolts, nuts and keys. " 

1 Prohibit removal of guards. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides oE s-hafts or openings of 
elevators, hoists or conveyors. 

1 Provide warnii^ apparatus for descent of elevator. 

2 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
1 Paint tire-escape. 

3 Provide fire-extinguisher. 

1 Remove hose from gas stoves. 

Miscellaneous Orders. 
I Orders, instructional. 
1 Orders, miscellaneous, not elsewhere specified. 

Chemicals and Aujed Products, Not' Otherwise Classified. 
(34 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 

1 Stop employment of girls 16 but under 18 more than 8 hours, per day. 
I' Stop employment of ^rls 16 but under 18 more than 48 hours per week. 
1 Provide lunch-room and allow 30 minutes for lunch. 
1 Provide seats for women. 
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TABLE I — Continued. 
CHEMICALS AND ALLIED PRODUCTS — Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

General Safety. 
I Repair or renew floors. 

5 Provide, extend or repair guard-rail for floor opening or platform. 
1 Orders concerning minor repairs, not elsewhere specified. 

8 Provide, extend or repair handrails for stairways. 

1 Orders concerning general safety, not elsewhere specified. 

Sanilatioa, Etc, 

2 Provide sanitary drinking fountain. 
1 Clean or clear dressing-room. 

1 Provide dressing-room for females. 

2 Provide or use disinfectant for water-closet. 
1 Provide separate water-closet for each sex, 

1 Provide water-closet. 

Dangerous Machinery and Processes. 

2 Provide rubber mat or wood platform at switch-board, 

2 Guard engines, exclusive of fly-wheels. 

9 Guard belting and pulleys. 

5 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 
1 Guard emery wheels. 

1 Guard mills and mijters. 

1 Guard saws. 

1 Provide guards for machinery, not elsewhere specified. 

6 Guard fly- or drive-wheels. 

2 Guard set-screws, bolts, nu!s and keys. 

2 Case in or otherwise guard unused sides of shafts or openings 
elevators, hoists or conveyors. 

Protection from Fire. 
1 Paint fire-escape. 
1 Provide fire-extinguisher. 

Miscellaneous Orders. 
1 Orders, instructional, 

FOOD AND KLNDRED PRODUCTS. 

(2,995 establishments inspected.) 

Bread and Other Bakery Pboi>ucts. 

(1,863 establishments inspected.) 

Children, Minors and Women. 

3 Keep and post register of children. 
5 Post child and minor labor notices. 
1 Post female labor notices. 
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TABLE I — Continued. 
FOOD AND KINDRED PRODUCTS — Continued, 
Number of 
orders containing 
each specified Detailed Requirentenls of Orders Issued, 

requirement. 

6 Discharge boys under 15. 

1 Secure school certificates for boys under 16. 

1 Stop employment of boys 15 but under 10 more than 8 hours per day. 

1 Stop employment of boys 15 but under 16 more than 48 hours per week, 

2 Stop employment of boys 15 but under 16 before 7 A. M. or after 
6 P. M. 

1 Stop employment of boys 16 but under 18 more than 10 hours per day. 
1 Stop employment of boys 16 but under 18 more than 54 hours per week, 
1 Stop emplovment of boys 16 but under 18 before 6 .\. M, or after 
10 P, M. 

1 Stop employment of boys 16 but under 18 more than 6 days per week. 

2 Discharge girls under 16. 

2 Secure school certificates for girls under 18. 

6 Stop employment of girls 16 but under 18 more than 8 hours per day. 
6 Stop employment of girls 16 but under 18 more than 48 hours per week. 

3 Stop employment of girls 16 but under 18 before 7 A. M. or after 
6 P, M. 

1 Stop employment of girls 16 but under 18 more than 6 days per week. 

2 Stop employment Of girls 18 but under 21 more than 10 hours per day. 

3 Stop employment of girls 18 but under 21 more than 54 hours per week. 

4 Stop employment of girls 18 but under 21 before 6 A, M. or after 
10 P. M. ■ 

4 Stop employment of girls 18 but under 21 more than 6 days per week. 
3 Stop employment that requires constant standing of girls 18 but 
itnder 21, 
11 Stop employment of females over 18 more than 10 hours per day. 

18 Stop employment of females over 18 more than 54 hours per week. 

1 Provide lunch-room and allow 30 minutes for luni:h, 

2 Provide seats for women, - 

General Safety. 

1 Abandon building permanently, 

3 Build new chimneys, flues or stacks. 
76 Repair or renew floors. 

2 Cover floor openings. 

19 Make general structural repairs on building. 

8 Provide, extend or repair guard-rail for floor opening or platform, 

26 Repair or renew roof, 

1 Provide railed platform and steps at ground exit, 

26 Orders concerning minor repairs, not elsewhere specified, 

61 Provide, extend or repair handrails for stairways. 

51 Provide, extend or repair handrails for stairways, 

3 Orders concerning safety of surroundings, not elsewhere specified, 
1 Orders concerning general safety, not elsewhere specified. 
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TABLE .1 — Continued. 
FOOD AND KINDRED PRODUCTS — Continued. 



of Orders Issued. 



Number of 
Orders containing 
each specified Detailed Regm 

requirement. 

Lighting. 
11 Provide light for workroom. 



Ventilation and Over -Crowding. 
Provide ventilation where system is not used. 
Alter or repair tneans of ventilation where system i 
Provide ventilation for water-closet or dressing-roi 



Heating. 
s of heating where system is not used. 



Provide 

Clean 



Sanitation, Etc, 
■-shafts, cellars or yards, 
sanitary drinking fountain, 
clear dressing-r 



1 Extend dressing-room partition or provide < 



■ for top of dressing 



t elsewhere specified. 



r spouting. 



of surroundings, 
ti facilities. 



Provide dressing-room for females 
Provide sink or water in dressing- 
Provide dressing-room. 
Orders concerning dressing-rooms. 
Clean halls or stairs. 
Provide or repair drainage 
. Provide or repair plumbing. 
■Orders concerning 
Provide additional 
Clean water-closet. 

Provide or use disinfectant for water-closet. 
Provide means of flushing water-closet. 
Build or extend water-closet partition or provide cover 

Paint, paper or whitewash water-closet. 

■Repair or rebuild water-closet. 

Provide separate water-closets for each sex. 

Place signs designating water-closets. 

Discontinue use of outside closet and provide equivalent ins 

Remove closet to greater distance from shop. 

Provide water-closet. 

Orders concerning water-closets, not elsewhere specified. 

Clean workroom. 

Discontinue shop. 

Prohibit living or, sleeping in workroom. 

Paint, paper or whitewash workroom. 

Plaster or ceil walls of workroom. 

Repair plaster of workroom. 

Provide, clean or repair plumbing or sinks of workroom. 



elsewhere-specified 
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TABLE I — Continued. 

FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Provide receptacles for refuse in workroom. 
15 Remove refuse from workroom. 
4 Repair oven or other bakery utensils. 
9 Provide shelves ■ for bread. 
187 Clean bakery utensils. 
4 Orders concerning workrooms, not ebewhere specified. 

Dangerous Machinery and Processes. 
1 Provide blower system or exhaust fans. 
1 Repair, alter or connect blower system or exhaust fans. 

8 Remove products of combustion, poisonous gas or dust. 

1 Guard engines, exclusive of ily-wheel. 

4 Guard motors, dynamos, exciters and transformers. 

38 Guard belting and pulleys. 

2 Provide belt shifter or loose pulley. 
38 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws. 
1 Guard sprocket and chain belt. 

9 Guard mills and mixers. 

1 Keep dangerous machinery in good order. 

4^ Provide guards for machinery, not elsewliere specified. 

6 Guard fly- or drive-wheels. 

18 Guard set-screws, bolts, nuts and keys. 

8 Provide automatic gates or floor doors for elevators, hoists or con- 

3 Repair automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

4 Case in unused sides of elevator car. 

1 Provide screen at top of elevator or hoist. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
1 Cover heating pipes. 
IS Cover furnaces or fuel rooms, 
I Alter or repair doors or windows. 

1 Provide access to fire-escape by structural change. 

2 Clear passage to fire-escape, exclusive of hall. 

1 Paint fire-escape. 

2 Orders concerning electric wiring. 

3 Provide fire-extinguisher. 
6 Remove rubbish. 

1 Remove combustibles. 
61 Remove hose from gas stoves. 

4 Orders concerning fire protection, not elsewhere specified. 
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40 
TAULE I — CoNTixuiiD. 
FOOD AND KIXURED PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Miscellaneous Orders. 
6 Orders, instructional. 
21 Orders, miscellaneous, not elsewhere specified. 

Butter, Cheese and Co-vdeksed Milk, 
(128 establishments inspected.) 

Children, Minors and IVomeii. 
1 Keep and post register of children. 
3 Post child and minor labor notices. 
I Secure school certificates for boys under IG. 

1 Stop employment of boys 15 but under 10 more than 8 hours per day. 
1 Stop employment of boys 15 but under lii more than -IS hours per week. 
1 Stop employment of boys 15 hut under lii before 7 A. M. or after 

6 P. M. 
1 Secure school certificates for girls under IS. 

1 Stop employment of girls 16 but iinder 18 more than 8 hours per day. 
1 Stop employment of girls 16 but under 18 more than 48 hours per week. 
1 Stop employment of girls 18 but under 21 more than 10 hours per day, 
1 Stop employment of girls 18 but under 21 more than 5-1 hours per week. 
1 Stop employment that requires constant standing of girls 18 but 

under 21. 
1 Allow 1 hour for lunch where separate lunch-room i= not provided. 

General Safely. 
1 Repair or renew floors. 
1 Cover floor openings, 
1 Provide, extend or repair guard-rail for floor opening or platform. 

1 Repair or renew roof. 

10 Provide, extend or repair handrails for stairways. 

2 Repair, re-arrange or remove stairways. 

Fentilalion and Orcr-Croiudiiis. 
1 Alter or repair means of ventilation where system is not used. 

Heating. 
1 Provide means of heating where system is not used. 

1 Clean air-shafis, cellars or yards, 

1 Provide sanitary drinking fountain. 

1 Provide dressing-room for females. 

1 Clean water-closet, 

1 Provide or use disinfectant for water-closet. 
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TABLE I — Continued, 
FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
orders containing 

each specified Detailed Rcqniremenls of Orders Issued. 

requiremenl. 

1 Provide lock and key for door of women's water-closet. 

2 Repair or rebuild water-closet. 

1 Provide separate water-closets for each sex. 

3 Provide water-closet. 
1 Clean workroom. 

1 Provide lattice floor in workroom. 

Dangerous Machinery and Processes, 
3 Provide rubber mat or wood platform at switch-board. 

1 Guard air compressors. 

3 Guard engines, excltisive of fly-wheels. 

2 Guard motors, djnamos, exciters and transformers. 
21 Guard belting and pull^'S. 

10 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws, 

3 Guard mills and mixers. 

16 Guard fly- or drive-wheels. 

1 Provide railed platform for oiling or working. 
15 Guard set-screws, bolts, nuts and keys. 

3 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Repair automatic gates or floor doors fr elevators, hoists or conveyors- 
1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 
5 Guard elevator ledges. 

Protection from Fire. 

1 Remove hose from gas stoves. 

Misceilaneotts Orders. 

3 Orders, instructional. 

Candy and Salted Peanuts. 
(117 establishments inspected.) 

Children, Minors and iVomen. 
14 Keep and post register of children, 

11 Post child and minor labor notices. 
8 Post female labor notices. 

2 Secure school certificates for hoys under 16. 

1 Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 

3 Discharge girls under 16. 

17 Secure school certificates for girls under 18. 

12 Stop employment of girls 16 but under 18 more than 8 hours per day. 
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TABLE I — Continued. 
FOOD AND KINDEED PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 
U Stop employment of girls 16 but under 18 more than 48 hours per week. 

3 Stop employment of girls 16 but under 18 before 7 A. M. or after 6 P. M. 

1 Stop employment of girls 16 but under 18 more than 6 days per week. 

2 Stop employment that requires constant standing of girls 16 but under 18. 
2 Stop employment of girls 18 but under 21 more than 10 hours per day. 
2 Stop employment of girls 18 but under 21 more than 54 hours per week. 

■ 2 Stop employment of girls 18 but under 21 before 6 A. M. or after 
10 P. M. 

5 Stop employment that requires constant standing of girls 18 but under 21. 

2 Stop employment of children under 18 at extremely dangerous oeeupa- 

4 Stop employment of females over 18 more than 10 hours per day. 
7 Stop employment of females over 18 more than 54 hours per week. 

6 Provide lunch-room and allow 30 minutes for lunch. 

6 Allow 1 hour for lunch where separate lunch-room is not provided. 
4 Provide seats for women. 

General Safely. 
12 Provide, extend or repair handrails for stairways. 
1 Remove obstacles from stairways. 
1 Orders concerning general safety, not elsewhere specified. 

Lighting. 

1 Provide light for dl-essing-room. 

3 Provide light for water-closet. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 
-4 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc, 

1 Clean air-shafts, cellars or yards. 

9 Provide sanitary drinking fountain, 

2 Clean or clear dressing-room. 

1 Provide screen or door for dressing-room. 

4 Provide dressing-room for females. 

2 Provide dressing-room. 

1 Provide lunch-room, other than that reserved for females. 

1 Qean lunch -room. 

1 Orders concerning lunch-rooms, not elsewhere specified. 

1 Provide additional water-closet facilities. 

3 Clean water-closet. 

2 Build or extend water-closet partition or provide cover for top of 
water-closet. 
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'■ TABLE I — Continued. 

FOOD AND KINDRED PRODUCTS— Continued. ; 

Number of 
orders containinsr 
each specified Detailed Requiiements of Orders Issued, 

requirement. 

3 Provide separate water-closets for each sex. 

3 Place signs designating water-closets. 

1 Discontinue use of outside closet and provide equivalent inside facilities. 

1 Orders concerning 4a ter -closets, not elsewhere specified. 

7 Clean workroom. 

1 Paint, paper or whitewash workroom. 

2 Remove refuse from workroom. 
1 Clean bakery utensils. 

Dangerous Machinery and Processes. 

1 Provide rubber mat or wood platform at switch-board. 

1 Guard engines, exclusive of fly-wheels. 

21 Guard belting and pulleys. 

15 Guard cog, gear and friction wheels. 

11 Guard shafting, exclusive of set-screws. 

3 Guard sprocket and chain belt. 
3 Guard emery wheels. 

1 Guard mills and mixers. '. 

2 Guard rolls and calenders. 

1 Guard saws. 

3 Provide guards for machinery, not elsewhere speciiied. 
, 1 Guard fly- or drive-wheels. 

8 Guard set-screws, bolts, nuts and keys. 

3 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

1 Guard elevator ledges. 

Protection -from Fire. 

1 Prohibit obstruction of aisles, spaces, entrances or exits. 

2 Provide panic-proof hardware. 

3 Swing exit doors outward. 

1 Provide shde-ladder or suspended stairway. 

5 Clear passage to fire-escape, exclusive of hall. 

1 Remove obstructions on fire-escape. 

1 Paint fire-escape. 

5 Provide tire -escape. 

1 Provide fire-extinguisher, 

1 Re-charge fire-extinguisher. 

1 Remove jubhish. 

1 Remove combustibles. 

2 Remove hose from gas stoves. 
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TABLE I^CoxTiNUED. 
FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requiremenls of Orders Issued, 

requirement. 

Miscellaneous Orders. 
10 Orders, instructional. 

8 Orders, miscellaneous, not elsewhere specified. 

Canning and PkeservinGj Frlits and Vegetables. 
(76 establishments inspected.) 

Children, Minors and Women. 
A Keep and post register of children. 

1 Post child and minor labor notices. 

3 Discharge boys under 15. 

4 Secure school certificates for boys under 16. 

2 Stop employment of boys 15 but under 16 more than 8 hours per day. 

3 Stop employment of boys 15 but under 16 before 7 A. M. or after 6 
P. M. 

3 Discbarge girls under 16. 

9 Secure school certificates for girls under 18, 

7 Stop employment of girls 16 but under 18 more than 8 hours per day. 

4 Stop employment of girls l& but under 18 more than 48 hours per week. 
4 Stop etnployment of girls 16 but under 18 before 7 A, M. or after 6 P. M. 

1 Stop employment that requires constant standing of girls 16 but under 18. 

2 Stop employment that .requires constant standing of girls 18 but under 31, 
4 Stop employment of females over 18 more than 54 hours per week. 

2 Provide seats for women. 

General Safety. 

2 Repair or renew floors. 

1 Make general structural repairs on building. 

10 Provide, extend or repair guard-rail for Boor opening or platform. 

H Provide, extend or repair handrails for stairways. ' 

I Repair stairway treads. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
1 Clean air-shafts, cellars or yards. 
1 Provide sanitary drinking fountain. 

3 Provide dressing-room for females. 

1 Provide or repair drainage or spouting. 
1 Provide additional water-closet facilities. 

4 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 
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TABLE I — Continued. 
FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

1 Repair or rebuild water-closet, 

1 Provide screen for water-closet. 

2 Provide separate water-closets for each sex. 
1 Provide water-closet. 

1 Clean workroom. 

1 Provide lattice floor in workroom. 

Dangerous Machinery and Processes. 
12 Guard belting and pulleys. 
7 Guard cog, gear and friction wheels, 

2 Guard shafting, exclusive of set-screws. 
S Guard sprocket and chain belt. 

1 Guard bottling and crowning machines. 

3 Guard saws. 

1 Provide railed platform for oiling or working. 

19 Guard set-screws, belts, nuts and keys. 

1 Provide skirt-boards. 

1 Prohibit removal of guards. 

2 Provide automatic gates or floor doorsfor elevators, hoists or conveyors. 
1 Repair automatic gates or floor doors tor elevators, hoists or conveyors. 
1 Case in or otherwise guard Onused sides of shafts or openings of 

elevators, hoists or conveyors. 
1 Guard elevator ledges. 
1 Orders concerning elevators, hoists and conveyors, not elsewhere 

specified. 

Protection from Fire. 

1 Clear passage to fire-escape, exclusive of hall. 

2 Provide fire-escape. 

1 Install standpipe and hose. 

Miscellaneous Orders. 

3 Orders, instructional. 

1 Orders, miscellaneous, not elsewhere specified. 

Coffee, Tea and Sfices. 
(29 establishments inspected.) 

Children, Minors and Women. 

4 Secure school certificates for girJs under 18. 

1 Provide lunch-room and allow 30 minutes for lunch. 

General Safely. 

1 Repair or renew floors, 

2 Provide, extend or repair handrails for stairways. 



Digitized byGoOt^lC 



46 
TABLE I — Continued. 

FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
order's containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

yentihtion and Over-Crowding. 
1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
8 Provide sanitary drinking fountain. 

1 Provide dressing-room for females. 

2 Orders concerning dressing-rooms, not elsewhere specified, 
1 Provide or use disinfectant for water-closet. 

1 Build or extend water-closet partition or provide cover for top of 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
6 Guard belting and pulleys. 

2 Guard cog, gear and friction wheels. 

5 Guard shafting, exclusive of set-screws. 

2 Guard mills and mixers. 

1 Guard pumps. 

1 Guard saws. 

1 Guard stamping, shearing and punching machines. 

2 'Guard fiy- or drive-wheels. 

2 Guard set-screws, bolts, nuts and keys. 

1 Guard elevator ledges. 

Protection from Fire. 

2 Clear passage to fire-escape, exclusive of hall. 
2 Paint fire-escape. 

1 Remove hose from gas stoves. 

Miscellaneous Orders. 

2 Orders, instructional. 

Flavoring Extracts, 
(16 establishments inspected.) 

Children, Minors and IVomen. 
1 Post female labor notices. 

3 Secure school certificates for girls under 18. 

1 Allow 1 hour for lunch where separate limch-room is not provided. 

General Safety. 
3 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

1 Provide sanitary drinking fountain. 

2 Provide dressing-room for females. 
I Clean workroom. 
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TABLE I — Continued. 
FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
orders containing 
each specified Delaited Requirements af Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 

4 Guard belting and pulleys. 

1 Guard cog, gear and friction wheels. 
1 Guard shafting, exclusive of sel-screws. 

1 Guard fly- or drive-wheels. 

Protection from Fire. 

2 Paint fire-escapes. 
2 Paint fire-escape. 

Miscellaneous Orders. 
2 Orders, instructional. 

Flour-Mill and Ghist-Mh.l Products.' 
{609 establishments inspected.) 

Children, Minors and Women. 
1 Stop employment of ioys 16 but under 18 more than 54 hours per week. 
1 Stop employment of boys 16 but under 18 more than 6 days per week. 
1 Stop employment of females over 18 more than 54 hours per week. 

General Safety. 
I Build new chimneys, flues or stacks. 

1 Change or repair chinineys, flues or stacks. 

5 Repair or renew floors. 
4 Cover floor openings. 

43 Provide, extend or repair guard-rail for floor opening or platform. 

2 Repair or renew roof. 

2 Orders (Concerning minor repairs, not elsewhere specified. 
88 Provide, extend or repair handrails for stairways. 

3 Repair, re-arfange or remove stairways. 
1 Repair stairway treads. 

1 Orders concerning general safety, not elsewhere specified. 

Lighting. 
1. Provide light for workroom. 

VentUation and Over-Crowding. 
1 Provide ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing-room. 
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TABLE I — Continued. 
FOOD AND KINDRED PRODUCTS ^Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanitation, Etc. 
2 Provide sanitary drinking fountain. 
1 Clean halls or stairs, 
1 Provide additional water-closet facilities. 
1 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 

2 Repair or rebuild water-closet. 

1 Provide separate water-closets fur each sex. 

1 Discontinue use of outside closet and provide equivalent inside facililies, 
14 Provide water-closet. 
5 Qean workroom. 
1 Remove refuse from workrooiii. 

Dangerous Machinery and Processes. 

1 Provide blower system or exhaust fans. 

2 Provide rubber mat or wood platform at switch-board. 
16 Guard engines, exclusive of fly-wheels. 

100 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 
4S Guard cog, gear and friction wheels. 

22 Guard shafting, exclusive of set-screws. 
7 Guard sprocket and chain belL 

2 Guard transmission apparatus, not elsewhere specified. 

1 Provide safely equipment for ladders. 

3 Guard mils and mixers. 
19 Guard rolls and calenders. 

5 Guard saws. 

5 Provide guards for macliinery. not elsewhere specified. 
47 Guard fly- or drive-wheels. 

2 Provide railed platform for oihng or working 
93 Guard set-screws, bolts, nuts and keys. 

1 Orders concerning parts of machines, not elsewhere specified. , 

2 Prohibit removal of guards. 

2 Provide automatic gates or floor doors for elevators, hoists or con- 

6 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

1 Case in unused sides of elevator car. 

1 Clean elevator or hoist. 

2 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protc-ction from Fire. 
1 Cover heating pipes. 

1 Prohibit obstruction of aisles, spaces, entrances or exits, 
1 Swing exit doors outward. 
1 Provide new ground floor exits. 
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TABLE I — Continued. 
FOOD AND KINDRED PRODUCTS — 

Number of 

orders cotttaimttg 

each specified 

requirement. 

3 Provide fire- 
1 Attach hose 
12 Provide wat 
3 Orders 



Detailed Re qui 



of Orders Issued. 



extinguisher 
to standpip 



tig fire p[ 



elsewhere specified. 



Orders, 



Miscellaneous Ordc's. 



: elsewhere specified. 



(4-2 establishm 



inspected.) 



Children, Minors and Women. 
Post female labor notices. 
Secure school certificates for boys under 11 

Slop employment of boys lo but under IB more than 8 hours per day. 
Stop employment of boys 15 but under 16 more than 48 hours per we^. 
Stop employment of hoys 15 but under 16 before 7 A. M, or after 
6 P. M, 

Stop employment of boys 15 but under 16 more than 6 days per week. 
Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 
Repair or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 
Orders concerning minor repairs, not elsewhere specified. 
Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
Provide separate water-closets for each sex. 
Provide water-closet. 

Dangerous Machinery and Processes. 
Guard engines, exclusive of fly-wheels. 
Guard belting and' pulleys. 
Guard cog. gear and friction wheels. 
Guard sprocket and chain belt. 
Guard emery wheels. 
Guard mills and mixers. 

Keep dangerous machinery in good order. 

Provide guards for machinery, not elsewhere specified. 

Guard fly- or drive-wheels. 

Guard set-screws, bolts, nuts and keys. 

Provide automatic gates or floor doors for elevators, hoists or eon- 
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50 
TABLE I — Continued. 

FOOD AND KINDRED PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

regUiremenl. 

Protection from Fire. 
2 Remove hose from gas stoves. 

Slaughtering and Meat Packing. 
(55 establishments inspected.) 

Children, Minors and Women. 

1 Keep and post register of children., 

2 Post child and minor labor notices. 

1 Discharge boys under 15. 

2 Secure school certiticates for boys under 16. 
1 Secure school certificates for girls under 18. 

1 Provide lunch-room arid allow 3D minutes for lunch, 
1 Provide seats for women. 

General Safety. 
1 Repair or renew floors. 
1 Make general structural repairs on building. 

3 Provide, extend or repair guard-rail for floor opening or plat 

4 Provide, extend or repair handrails for stairways. 
1 Repair stairway treads. 

Ventilation and Over-Crowding. 
1 Provide ventilation system. 

Sanitation, Etc. 

i Provide sanitary drinking fountain. 

1 Clean or clear dressing-room. 

1 Provide dressing-room. 

3 Orders concerning dressing-rooms, not elsewhere specified. 

1 Provide or repair drainage or spouting, 

1 Provide wash-room or washing facilities. 

1 Provide additional water-closet facilities. 

1 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 

3 Repair or rebuild water-closet, 

L Provide separate water-closets for each sex. 

2 Provide water-closet. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

4 Provide rubber mat or wood platform at switch-board. 

7 -Guard engines, exclusive of By-wheels. 

8 ■ Guard belting and pulleys. 

13 Guard cog, gear and friction wheels. 
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TABLE I —■ Continued. 
FOOD AND KINDRED PRODUCTS — Concluded. 
Number of 
orders eoMainrnff 
each specified Detailed Requirements of Orders Issued, 

requirement. 

5 Guard sprocket and chain belt. 

1 Guard meat choppers, power mincers and other cutting and chopping 
machines. 

1 Guard emery wheels. 

2 Provide guards for machinery, not elsewhere specified. 
9 Guard fly- or drive-wheels. 

7 Guard set-screws, bolts, nuts and keys. 

3 Provide automatic gates or floor doors for elevators, hoists or con- 

1 Repair automatic gates or floor doors for elevators, hoists or con- 

3 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoisis or conveyors. 
1 Guard elevator ledges. 

Protection from Fire. 
3 Provide fire-extinguisher. 
1 Re-charge fire-extinguisher. 

1 Remove combustibles. 

Food and Kindred Products, Not Otherwise Classified. 
(60 establishments inspected.) 
Children, Minors and Women. 

2 Keep and post register of children. 
Post child and minor labor notices. 
Post female labor notices. 

Stop employment of boys 16 but under 18 more than o4 hours per week. 
Stop employment of boys 16 hut under 18 more than 6 days per week. 
Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 more than 8 hours per day. 
Stop employment of girls 16 but under 18 more than 48 hours per week. 
Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 18 more than 54 hours per week. 
Provide lunch-room and allow 30 minutes for lunch. 
Allow 1 hour for lunch, pending completion of lunch-room. 
Allow 1 hour for lunch where separate lunch-room is not provided. 
Provide seats for women. 

General Safety. 
Rpair or r.enew floors. 
Cover floor openings. 

Provide, extend or repair guard-rail for fioor opening or platform. 
Provide, extend or repair handrails for stairways. 



Lighting, 
Provide light for workroom. 



Digitized byGoOt^lC 



52 
TABLE I — Continued. 
FOOD AND KINDRED PRODUCTS — Concluded. 
Number of 
orders conlaining 
each specified Detailed Requirements of Orders Issued, 

requirement. 

i^cntilation and Over-Croviding. 
2 Provide ventilation where system is not used. 
2 Provide ventilation for water-closet or dressing- room. 

Sanitation, Etc. 

1 Provide sanitary drinking fountain, 

2 Provide dressing-room for females. 

1 Orders concerning dressing-rooms, not elsewhere specitied. 

1 Paint or whitewash halls or stairs. 

2 Clean water-closet. 

2 Provide or use disinfectant for water-c'.oset. 

1 Build or extend water-closet partition or provide cover for top of 
water-closet. 

3 Provide separate water-closets for each sex. 

Dangeriius Machinery and Processes. 
1 Provide rubber mat or wood platform al switch-board. 

8 Guard belting and pulleys. 

7 Guard cog, gear and friction wheels. 

4 Guard shafting, exclusive of set-screws. 
1 Guard sprocket and chain belt. 

1 Guard emery wheels. 

1 Guard laundry machine, exclusive of extractors, rolls and calenders. 

I Guard pumps. 

1 Guard saws. 

1 Provide guards for machinery, not elsewhere specified, 

2 Guard fly- or, dtive-wheels. 

9 Guard set-screws, bolts, nuts and keys. 

1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 
1 Prohibit obstruction of aisles, spaces, entrances or exits. 
1 Alter or repair doors or windows. 

1 Place signs or lights over exits. 

2 Clear passage to fire-escape, exclusive of hall. 

3 Paint fire-escape. 

1 Orders concerning electric wiring. 

4 Provide fire-extinguisher. 

1 Re-charge fire-extinguisher. 

1 Remove hose from gas stoves, 

1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
3 Orders, instructional. 
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TABLE I — Continued. 
IRON AXD STEEL AND THEIR PRODUCTS. 



Number of 

orders containing 

each specified 

requirement. 



Detailed Requirements of Orders Issued. 

(1,486 establishments inspected.) 

Blast Furnaces. 

(16 establishments inspected.) 



General Safety, 
Repair or renew floors. 
Cover floor openings. 

Make general structural repairs on building. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 
Repair, re-arrange or remove stairways. 
Orders concerning general safety, not else)vhere specified. 

. Sanitation, Etc. 
Provide sanitary drinking fountain. 
Clean water-closet. 
Provide or use disinfectant for water-closet. 

Dangerous Machinery and Processes. 
Provide rubber mat or wood platform at switch-board. 
Guard engines, exclusive of fly-wheels. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting , exclusive of set-screws. 
Guard emery wheels. 
Guard power presses. 
Guard saws. 

Provide guards for machinery, not elsewhere specified. 
Guard fly- or drive-wheels. 
Provide railed platform for oiling or working. 
Guard set-screws, bolts, nuts and keys. 

Repair automatic gates or floor doors for elevators, hoists or con- 
Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 



Bolts, Nuts, Washers 
(14 establishments i 



AND Rivets. 
LSpected.) 



Children, Minors and Women. 
Keep and post register of children. 
Post child and minor labor notices. 
Post female labor notices. 
Stop employment of boys 16 but under 18 r 
Stop employment of toys 16 but under 18 m 



e than 10 hours per day. 
than 54 hours per week. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 

ecijicd Detailed RequWemenSs of Orders Issued. 



requtremeni. 



Stop employiiieni of boys 16 but under 18 before 6 A. M. or after 

10 P- M. 

Stop employment of boys 16 but under 18 more than 6 days per week. 

Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 more than 8 hours per day. 

Stop employment of girls 16 but under 18 more than 48 hours per week. 

Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 

Stop employment of girls 18 but under 21 more than 10 hours per day. 

Stop employment of girls 18 but under 21 more than 54 hours per week. 

Stop employment of girls 18 but under 21 before 6 A. M. or after 

10 P. M. 

Stop employment o£ girls 18 but under 21 more than 6 days per week. 

Stop employment that requires constant standii^ of girls 18 but 

under 21. 

Stop employment of females over 18 more than 10 hours per day. 

Stop employment of females over 18 more than S4 hours per week. 

Provide lunch-room and allow 30 minutes for lunch. 

Allow 1 hour for lunch where separate Junch-room is not provided. 

Provide seats for women. 

General Safety, 
Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 
Remove obstacles from stairways. 

Ventilation and Over-Crowding. 
Alter or repair means of ventilation where system is not used. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide sink or water in wash-room. 
Repair or rebuild water-closet. 
Place signs designating water-closets. 
Provide receptacles for refuse in workroom. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Remove products of combustion, poisonous gas or dust. 
Provide rubber mat or wood platform at switch-board. 
Orders concerning dangerous processes, not elsewhere specified. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard emery wheels. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS— Continued 
Number of 
orders containing 
each specified Detailed Reqairemtnts of Orders Issued. 

requirement. 

1 Guard metal lathes. 

1 Guard mills and mixers. 

5 Guard planers, shapers, slotlers, facers and jointers. 

1 Guard power presses. 

2 Guard screw-making and threading machines. 

1 Guard stamping, shearing and punching machines. 

1 Keep dangerous machinery in good order. 

2 Provide guards for machinery, not elsewhere specified. 

5 Guard fly- or drive- wheels. 

1 Provide railed platform for oiling or working. 

6 Guard set-screws, bolts, nuts and keys. 

1 Orders concerning condition of guards, not elsewhere specified. 
1 Guard elevator ledges. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Cutlery and Tools, Nor Otherwise Classified. 
{26 estabiishments inspected.) 
Children, Minors and Women. 

1 Keep and post register of children. 

2 Post child and minor labor notices. 

1 Secure school certificates for boys under 16. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 

1 Stop employment of boys lo but under J6 more than 48 hours per week. 

1 Slop employment of boys lo but under 16 before 7 A, M. or after 

6 P. M, 

1 Stop employment of boys 15 but under 16 more than 6 days per week. 

1 Slop employment of boys 16 but under 18 more than 54 hours per week. 

2 Stop employment of girls 16 but under 18 more than 8 hours per day. 

2 Stop employment of girls 16 but under 18 more than 48 hours per week. 

General Safety. 
1 Make general structural repairs on building. 

3 Provide, extend or repair handrails for stairways. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 
3 Alter or repair means of ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing- room. 

Sanitation, Etc. 
1 Provide wash-room or washing facilities. 

1 Provide or use disinfectant for water-closet. 

2 Build or extend water-closet partition or provide cover for top of 
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TABLE I — Continued. 
IROX AXD STEEL AND THEIR PRODUCTS — Continued, 
N umbel- of 
orders containing 

each specified Dclaikd Requirements of Orders Issued. 

Samtalion, Etc. 

3 Provide sanitary drinking fountain. 

2 . Provide individual lockers in dressing-room. 

2 Provide wash-room or washing facilities. 

2 Provide additional water-closet facilities. 

1 Qean workroom. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

2 Provide hlower system or exhaust fans. 

2 Repair, alter or connect blower system or exhaust fans. 
1 Provide goggles. 

1 Remove products of combustion, poisonous gas or dust. 

1 Provide rubber mat or wood platform at switch-board. 

1 Guard motors, dynamos, exciters and transformers, 

8 Guard belting and pulleys. 

1 Provide belt shifter or loose puHey. 
7 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 
3 Guard emery wheels, 

2 Guard planers, shapers, slotters, facers and jointers. 
2 Guard saws. 

1 Guard stamping, shearing and punching machines. 
5 Guard set-screws, bolts, nuts and keys. 

Miscellaneous Orders. 

t elsewhere specilied. 

FoL-XDRV .A^-D Machine-Shop Pboducts. 
(964 establishments inspected,) 

Cl\ildren\ Minors and Women, 
Keep and post register of children. 
Post child and minor labor notices. 
Post female labor notices. 
Discharge boys under 15. 

Sect:re school certificates for hoys under 16. 

Stop employment of boys 15 but under 16 more than 3 hours per day. 
Stop employment of boys 15 but under IB more than 46 hours per week. 
Stop employment of boys 15 but under 10 before 7 A, M, or after 
6 P. M. 

Stop employment of boys 15 but under 16 more than 6 days per week. 
Stop employment of boys 16 but under 18 more than 54 hours per week. 
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■ TABLE I — Continued. 
mOX AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 

each specified Detailed Requiremenls of Orders Issued, 

requirement. 

1 Provide separate watcr-closels for each sex. 

2 Clean workroom. 

2 Paint, paper or whitewash workroom. 

2 Provide receptacles for refuse in workroom. 

Dangerous Machinery and Processes. 
4 Provide blower system or exhaust fans. 

3 Repair, alter or connect blower system or exhaust fans. 
1 Provide rubber mat or wood platform at switch-board. 

1 Orders concerning dangerous processes, not elsewhere specified. 

1 Guard engines, exclusive of fly-wheels. 

10 Guard belting and pulleys, 

1 Provide belt shifter or loose pulley. 

13 Guard cog, gear and friction wheels. 

7 Guard shafting, exclusive of set-screws. 

1 Guard sprocket and chain belt. 



Gui 


wheels. 




Gua.u i^iaui: 


rs, shapers, slotte 


=, iai.<:.i a.i- 


Guard saws 






(.uard fly- c 


r drive-wheels. 




Guard set-sc 


rews, bohs, nuls 


and keys. 


Prohibit ren 


oval of guards. 




Orders concerning elevators 


hoists and 


speciiied. 








Protection 


from Fire. 



Keep doors and windows unlocked during working hours. 
Provide slide-ladder or suspended stairway. 

Miscellaneous Orders. 
Orders, instructional. 

(20 establishments inspected.) 

General Safety. 
Repair or renew floors. 

Provide, extend or repair handrails for stairways. 
Orders concerning general safety, not elsewhere specified. 

Ventilation and Over-Crowding. 
Alter or repair means of ventilation where system is not u 
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TABLE I — Continued. 
IRON AND STEEL AXD THEIR PRODUCTS— Coniitiued- 
Nitmber of 
orders coniainiug 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanitalion, Etc. 
3 Provide sanitary drinking fountain. 
2i Provide individual lockers in dressing-room, 
■ 3 Provide wash-rooni or washing facilities. 
2 Provide additional water-closet facilities. 
1 Qean workroom. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes, 

2 Provide blower sjsteni or exhaust fans. 

2 Repair, alter or connect blower syslem or exhaust fans. 
1 Provide goggles. 

1 Remove products of combustion, poisonous gas or dust. 

> 1 Provide rubber mat or wood platform at switch-board. 

1 Guard motors, ds'iiamos, exciters and transformers. 

8 Guard belting and pullejs, 

1 Provide belt shifter or loose pulley. 
7 Guard cog, gear and friction wheels, 

3 Guard shafting, exclusive of set-screws, 
3 Guard emery wheels, 

2 Guard planers, shapers, slotters, facers and jointers. 
2 Guard saws, 

1 Guard stamping, shearing and punching machines. 
5 Guard set-screws, bolts, nuts and keys. 

Miscellaneous Orders. 
1 Orders, instructional. 



Fot-NDRv .WD JIachi.\-e-Shop Pboducts. 

(964 establishments inspected.) : 

Children, Minors and Women. 
Keep and post register of children. 
Post child and minor labor noliees. 
Post female labor notices. 
Discharge boys under 15. 
Secure school certificates for boys under 16. 

Stop employment of boys 15 but under 16 more than 8 hours per day. 
Slop employment of boys 15 but under IS more than 46 hours per week. 
Stop employment of bovs 15 but under 16 before 7 A. M. or after 
6 P. M. 

Stop employment of boys 15 but under 16 more than 6 days per week. 
Stop employment of boys 16 but under 18 more than 54 hours per week. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Nnmber of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 ' Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 

4 Stop employment of boys 16 but under 18 more than 6 days per week. 
6 Secure school certilicates for girls under 18. 

5 Stop employment of girls 16 but under 18 more than 8 hours per day, 
5 Stop employment of girls 15 but under 18 more than 48 hours per week. 
2 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 
2 Stop employment of girls 16 but under 18 more than 6 days per week. 
2 Stop employment of children under 16 at dangerous machinery, where 

health may be injured or morals depraved, or :n the tobacco trades. 

1 Stop employment of children under 18 at extremely dangerous occupa- 

2 Stop employment of females over 18 more than 54 hours per week. 
2 Provide lunch-room and allow 30 minutes for lunch. 

2 Allow 1 hour for lunch where separate lunch-room is not provided. 
I Stop employment of women at emery wheels. 

1 Provide seats for women. 

General Safety. 

1 Change or repair chimneys, flues or stacks. 
36 Repair or renew floors. 

5 Cover floor openings. 

6 Make general structural repairs on buildings. 

29 Provide, extend or repair guard-rail for floor opening or platform. 

8 iRepair or renew roof. 

3 Orders concerning minor repairs, not elsewhere specified. 
40 Provide, extend or repair handrails 'for stairways. 

3 Repair, re-arrange or remove stairways. 
6 Repair stairway treads. 

2 Orders concerning general safety, not elsewhere specified. 

_ Lighting. 

1 Provide light for water-closet. 
10 Provide light for workroom. 

Venlitatinn and Over-Crowding. 

3 Provide ventilation where system is not used. 

2 Alter or repair means of ventilation where system is not used. 

4 Provide ventilation for water-closet or dressing-room. 

Heating. 
1 Provide means of heating where system is not used. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanilatioti, Etc. 
1 Clean air-shafts, cellars or yards. 
103 Provide sanitary drinking fountains, 

1 Orders concerning drinking water, not elsewhere specified. 

1 Extend dressing-room partition or provide cover for top «f dressing- 

4 Provide individual lockers in dressing-room. 

Provide dressing- room for females. 
3 Provide dressing-room. 

1 Provide lunch-room, other than that reserved for females. 
1 Provide or repair drainage or spouting. 

1 Provide or repair plumbing. 

2 Clean wash-room. 

17 Provide sink or water in wash-room. 

7 Provide wash-room or washing facilities. 

10 Provide additional water-closet facilities. 
22 Clean water-closet. 

33 Provide or use disinfectant for water-closet. 
1 Provide lock and key for door of women's water-closet. 

1 Provide means of flushing water*closet. 

2 Build or extend water-closet partition or provide cover for top of 
water-closet. 

13 Repair or rebu-ild water-closet. 

2 Provide screen for water-closet. 

14 Provide separate water-closets for each sex. 

5 Place signs designating water-closets. 

1 Discontinue use of outside closet and provide equivalent inside 

6 Provide water-closet. 

11 Clean workroom. 

28 Paint, paper or whitewash workroom. 

3 Remove refuse from workroom. 
1 Provide towels in workroom. 

1 Orders concerning workrooms, not elsewhere specified. 

Dangerous Machinery and Processes. 
61 Provide blower system or exhaust 'fans, 
33 Repair, alter or connect blower system or exhaust fans. 
16 Provide goggles, 

2 Prohibit use of salamander, 

40 Remove products of combustion, poisonous igas or dust. 

2 Provide respirators. 

31 Provide rubber mat or wood platform at switch-board. 

10 Orders concerning, dangerous processes, not elsewhere specified. 

2 Guard air compressors. 

7 Guard engines, exclusive of fly-wheels. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

8 Guard motors, dynamos, exciters and transformers, 
240 Guard belting and pulleys. 

4 Provide belt shifter or loose pulley. 
352 Guard cog, gear and friction wheels. 

5 Guard sprocket and chain belt. 

6 Guard boring, drilling and reaming machines. 
1 Guard ending machines. 

247 Guard emery wheels. 

3 Guard extractors. 

5 Provide safety equipment for ladders. 

1 Guard wood lathes. 

3 Guard metal lathes. 

1 Guard milling machines. 
12 Guard mills and mixers. 
ff7 Guard planers, shapers, slotters, facers and jointers. 

1 Guard polishing and buffing machinery, exclusive of emery wheels. 

3 Guard power presses. 

1 , Guard rolls and calenders, 
M Guard saws. 

1 Guard screw-making and threading machines. 
27 Guard stamping, shearing and punching machines. 

1 Guard universal wood-workers. 

7 Provide warning -apparatus for traveling cranes. 

4 Guard wood-working machinery, not elsewhere specified. 

9 Keep dangerous machinery in good order. 

26 Provide guards for machinery, not elsewhere specified. 
94 Guard fiy- or drive-wheels. 

2 Provide railed platform for oiling or working. 
168 Guard set-strews, bolts, nuts and keys. 

16 Keep guards in good order. 

17 Prohibit removal of guards. 

8 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Repair automatic, gates or floor doors for elevators, hoists or conveyors. 

5 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyor.'i, 

3 Case in unused sides of elevator cars. 
1 Provide clutch lock for hand cable, 

3 Guard elevator ledges, 
3 Repair elevator, hoist or conveyor. 
3 Provide warning apparatus for descent of elevator. 

3 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
3 Prohibit obstruction of aisles, spaces, eTitr;mce= or «iis. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS— Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Swing exit doors outward. 

1 Alter or repair doors or windows. 

2 Provide new exits, not fire-escapes, for upper floors, galleries or 
balconies. 

1 Provide slide-ladder or suspended stairway. 

1 Clear hallway to exits. 

1 Clear passage to fire-escape, exclusive of hall, 

3 Provide fife-escape. 

1 Alter or repair fire-escape. 

1 Orders concerning electric wiring. 
14 Provide fire-extinguisher. 

3 R,e-charge fire-extiiig^iisher. 

2 Remove hose from gas stoves. 
1 Install standplpe and hose. 

1 Orders concerning fire-protection, not elsewhere specified. 

Miscellaneous Orders. 
12 Orders, instructional, 
9 Orders, miscellaneous, not elsewhere specified. 

Machine Repaibtng. 
(166 establishments inspected.) 

Children, Minors and Women. 
1 Post ciiild and minor labor notices. 

1 Stop employment- of boys 16 but under 18 more than 54* hours per week 

General Safely. 

2 Abandon building permanently. 

2 Repair or r«new floors, 

I Make general structural repairs on building. 

5 Provide, extend or repair handrails for stairways, 

] Repair stairway treads. 

1 Orders concerning general safety, not elsewhere specified. 

Saiiilation, Etc. 

3 Provide sanitary drinking fountain, 

1 Provide individual lockers in dressing-room. 

1 Provide wash-room or washing facilities. 

2 Provide additional water-closet facilities. 
2 Repair or rebuild water-closet, 

1 Discontinue use of outside closet and provide equivalent ■ inside 
facilities. 

2 Provide water-closet. 

2 Paint, paper or whitewash workroom. 
1 Remove refuse from workroom. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Reguirsments of Orders Issutd. 

requirement. 

Dangerous Machinery and Processes. 

1 Provide rubber mat or wood platform at switch-board. 

2 Guard engines, exclusive of fly-wheels. 
15 Guard belting and pulleys. 

43 Guard cog, gear and friction wheels. 
6 Guard shafting, exclusive of set-screws. 

1 Guard boring, drilling and reaming machines. 
25 Guard emery wheels. 

2 Guard planers, shapers, slotlers, facers and jointers. 
10 Guard saws. 

1 Guard wood^working machinery, not elsewhere specified. 
14 Guard fly- or drive- wheels. 
22 Guard ^set-screws, bolts, nuts and keys. 

1 Provide skirt-boaids. 

1 Keep guards in good order. 

1 Prohibit removal of guards. 

1 Guard elevator ledges. 

^ Proieclion from Fire. 

1 Cover; furnaces or fuel rooms. 
1 Paint fire-escape. 

3 Provide fire-extinguisher. 

1 Remove combustibles. 

Miscellaneous Orders. 

2 Orders, miscellaneous, not elsewhere specified. 

Pumps, Other than Steam. 
(36 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 

1 Stop employment of girls Iti but und^r 18 more than 48 hours per week. 
1 Stop employment of girb 16 but under 18 before 7 A. M. or after 
6 P. M. 

1 Stop employment of girls 16 but under 18 more than 6 days per week. 

General Safety. 

2 Provide, extend or repair guard-rail for floor opening or platform. 
2 Provide, extend or repair 'handrails for stairways. 

1 Rppajr, re-arrange -or, remove stairways. 



Sanitation, Etc, 
Provide sanitary drinking fountain. 
Provide separate water-closets for each sex. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — CoHtinue. 
Number of 
orders contaming 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 
1 Repair, alter or connect blower system or exhaust fans. 
6 Guard belting and pulleys. 
4 Cuard ',cog, gear and friction wheels. 
1 Guard boring, drilling and reaming machines. 
6 Guard emery wheels. 
1 Guard mills and mixers. 
1 Guard planers, shapers, slotters, facers and jointers. 

4 Guard saws. 

1 Provide guards for machinery, not elsewhere specified. 

5 Guard fly- or drive-wheels. 



Guard set-sci 
Provide auto 


ews, bolts, nu 
>ma£ic gates c 


:ts land keys. 

)r floor doors for elevators, hoists 


veyors. 







Safes and Vaults. 
(16 establishments inspected.) 

General Safety. 
Repair or renew floors. 

Make generaj Structural repairs on building. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 

Sanitation^ Etc. 
Provide sanitary drinking fountain. 
Clean water-closet. 

Provide or use disinfectant for water-closet. 
Clean workroom. I 

Dangerous Machinery and Processes. 
Repair, alter or connect blower system or exhaust fans. 
Provide goggles. 
Guard belting and pulleys. 
Provide belt shifter or loose puUey. 
Guard cog, gear and friction wheels. 
Guard -shafting, exclusive of set-screws. 
Guard sprocket and chain belt. 
Guard emery wheels. 

Provide warning apparatus for traveling cranes. 

Guard fly- or drive-wheels. 

Guard set-screws, bolts, nuls'and keys. 

Prohibit removal of guards. 

Case in or otherwise guard unused sides of shafts or openings i 

elevators, lioists or conveyors. 
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64 
TABLE I — Continued. 
IROX AND STEEL AXD THEIR PRODUCTS — Continiwd. 
Number of 
orders containing 
each specified Detailed Requirew-eiits of Orders Issued, 

requirenienl. 

Protection from Fire. 
1 Clear passage to fire-escape, exclusive of hall. 

1 Paint -fire-escape. 

(12 establishments inspected.) 

Children, Minors and lyomen. 

2 Keep and post register of children. 
1 Post child and minor labor notices. 

1 Stop, employment that requires constant standing of girls 18 but 

under 21. 
1 Provide seats for women. 

General Safety, 
1 Post danger signs or provide si;^iials. 

Ventilation and Ovcr-Crowdin-j. 



Provide satiitarj- lirinking fouiuaiii. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 
Guard cog, gear ind friction wheels. 
Guard shafting,, exclusive of set-screws. 
Guard emery wheels. 
Guard extractors. 
Guard ^planers, shapers, slotters, facers and jointers. 

Keep dangerous machinery in good order. 

Provide guards for machinery, not elsewhere specilied. 

Guard flv- or drive-wheels. 

Guard set-screws, bolts, nuts and keys. 

Provide screen at top of elevator or lioist. 

Protection from fire. 
Clear passage to fire-escape, exclusive of hall. 
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65 
TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Springs, Steel, Cak and Cakkiage. 
(10 establishments inspected.) . 

Sanitation^ Etc. 
1 Provide wash-room or washing facilities. 

Dangerous Machinery and Processes. 
4 Provide blower system or exhaust fans. 

1 Remove products of combustion, poisonous gas or dust. 
4 Guard belting and pulleys. 

2 'Guard cog, gear and friction wheels. 

2 . Guard shafting, exclusive of set-screws. ■ 

2 Guard emery wheels. 

1 Guard fly- or drive-wheels. 

2 Guard set-screws, bolts, nuts and keys. 

Steel Works and Rolling Mill3. 
(40 «tabli5hments inspected.) 

Children, Minors and Women. 
1 Secure -school certificates for girls under 18. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 
1 Stop employment of girls 16 but under 18 more than 48 hours per week, 
1 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 
1 Stop employment of girls IG but under 18 more th^ 6 days per week. 
1 Provide seats for women. 

General Safety. 

1 Post danger signs or provide signals. 

2 Repair or renew floors. 
1 Cover floor openings. 

10 Provide, extend or repair guard-rail for floor opening or platfrom. 

1 Repair or renew roof. 

1 Provide railed platform and steps at ground exit. 

2 Orders concerning minor repairs, not elsewhere specified. 
4 Provide, extend or repair handrails for stairways. 

3 Orders concerning genera! safety, not elsewhere specified. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Qean water-closet. 

1 Discontinue use of outside closet and provide equivalent inside 
facilities. 
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TABLE I — Continued. 

IRON AND STEEL AND THEIR PRODUCTS— Continued. 
Number of 
orders conlainins 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 

1 Provide blower system, or exhaust fans. 

2 Repair, alter or connect blower system or exhaust fans. 

1 Provide goggles. 

2 Guard engines, exclusive of fly-wheels. 

13 Guard belting and pulleys. 

1 Provide belt s-hifter or loose pulley. 

14 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 

1 Guard transmission apparatus, not elsewhere specified. 

3 Guard emery wheels. 

4 Guard planers, shapers, slotters, facers and ;jointers. 
1 Guard power presses., 

5 Guard saws. 

1 Provide warning apparatus for traveling cranes. 

8 Provide guards for machinery, not elsewhere specified. 

4 Guard fly- or drive-wheels. 

8 Guard set-screws, bolts, nuts and keys. 

2 Keep guards in good order. 
1 Guard elevator ledges. 

Protection from Fire. 
I Orders concerning electric wiring. 

Stoves and Furnaces, Including Gas and Oil Stoves. 
(97 establishments inspected.) 

Children, Minors and Women. 

1 Stop employment of boys 16 but under 18 more than 10 hours per. day. 

2 Stop employment of boys 16 but under 18 more than 54 hours per week. 

General Safety. 

5 Repair or renew floors. 

1 Repair or renew roof, 

5 Provide, extend or repair hand;rails for stairways. 

2 Repair stairway treads. 

I'entiiation and Over-Crowding. 
1 Alter or repair means of ventilation where system is not used, 
1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

6 Provide sanitary drinking fountain. 

1 Provide individual lockers in dressing-room. 
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TABLE, I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued. 

. requiretnenl. 

1 Provide wash-room or washing facilities. 
3 Provide additional water-closet facilities. 
3 Clean water-closet. 

5 Repair or rebuild water-closet. 

1 Place signs designating water-closets. 

2 Discontinue use of outside closet and provide equivalent inside 
facilities. 

1 Provide water-closet. 

3 Clean workroom. 

2 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
9 Provide blower system or exhaust fans. 
7 Repair, alter or connect blower system or exhaust fans. 

4 Remove products of combustion, poisonous gas or dust. 
2 Provide rubber mat or wood platform at switch-board. 

1 Guard engines, exclusive of fly-wheels. 

2 Guard motors, dynamos, exciters and transformers. 
17 Guard belting and pulleys. 

2 Provide belt shifter or loose pulley. 

23 Guard cog, gear an-d friction wheels. 

4 Guard shafting, exclusive of set-screws. 

12 Guard emery wheels. 

2 Guard mills and mixers. 

2 Guard planers, shapers, Blotters, facers and jointers. 
11 Guard saws. 

3 Guard stamping, shearing and punching machines. 

2 Keep dangerous machinery in good order. 

6 Guard (iy- or drive-wheels. 

li Guard set-screws, bolts, nuts and keys. 

1 Keep guards in good order, 

1 Prohibit removal of guards. 

3 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

1 Case in unused sides of elevator car. 
1 Repair elevator, hoist or conveyor. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
I Paint fire-escape. 
1 Provide frre-escape. 

Miscellaneous Orders. 
1 Orders, instructional. 
t Orders, miscellaneous, not elsewhere specified. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS— Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirentenl. 

WiSEwORK, Including Wide Rope and Cable, 
(82 establishments inspected,) 

Children, Minors and Women. 
I Discharge boys under 15. 
] Secure school certificates for boys under 16. 
1 Orders concerning luncSi-rooms, not elsewhere specified. 

General Safety. 

4 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
1 Clean air-shafts, cellars or yards, 

5 Provide sanitary drinking fountain, 
1 Provide dressing-room for females. 

1 Orders cMicerning water-closets, not elsewhere specified. 
1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
1 Repair, alter or connect blower system or exhaust fans. 
1 Provide rubber mat or wood platform at switch-board. 

1 Guard engines, exclusive of fly-wheels. 

2 Guard motors, dynamos, exciters and transformers. 
8 Guard belting and pulleys, 

8 Guard cog, gear and friction wheels. 

7 Guard shaftings, exclusive of set-screws. 

8 Guard emery wheels, 

1 Guard saws, 

2 Guard stamping, shearing and punching machines, 

1 Guard wood-working machinery, not elsewliere specified. 
1 Provide guards for machinery, not elsewhere specified. 

1 Guard fly- or drive-wheels. 

4 Guard set-screws, bolts, nuts and keys. 

2 Prohibit removal of guards. 

2 Provide automatic gates or floor doors for elevators, hoists or ( 

veyors. 
1 Case' in or otherwise guard unused sides of shafts • 

elevators, hoists or conveyors. 

Protection from Fire. 
1 Place signs or lights over exits, 
1 Provide fire-escape. 
1 Provide fire-extinguisher. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS— Continued. 
Number of 
orders conlainiiig 
each specified Detailed RequWemcnIs of Orders Issued. 

requirement 

Ibon and Steel and Theib Pboducts, Not Otherwise Classified. 
(47 establishments inspected.) 

Children, Minors and Women. 
1 Keep and post register of children, 
8 Post child and minor labor notices. 
1 Post female labor notices. 
1 Secure sthool certificales for boys under 16. 

1 Stop employment of boys 15 but under Ifl more than 8 hours per day. 
1 Secure school certificates for gi-rls under 18, 

1 Stop employment of girls 16 but under 16 more than 8 hours per day. 
1 Sftop employment that requires constant standing of girls 18 but 
under 21, 

1 Stop employment of children under 18 at extremely dangerous occupa- 

3 Allow I hour for lunch where separate lunch-room is not provided. 
3 Provide seats for women. 

General Safety. 

2 Repair or renew floors. 
1 Cover floor openings, 

3 Provide, extend or repair guard-rail for floor opening or platform. 
1 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

yentilation and Over-Crowding. 
1 Alter or repair means of ventilation where system is not used. 

Sanitation, Etc. 
5 Provide sanitary drinking fountain. 
1 Provide dressing-room for females.' 
1 Provide additional water-closet facilities, 
1 Discontinue use of outside closet and provide equivalent inside 

facilities. 
1 Clean workroom. 

Dangerous Machinery and Processes. 

1 Repair, alter or connect blower system or exhaust fans. 

2 Remove products of combustion, poisonous gas or dust. 
1 Guard engines, exclusive of fly-wheeis. 

11 Guard belting and pulleys. 

1 Provide belt Shifter or loose pulley. 

13 Guard cog,,, gear and friction wheels, 

5 Guard shafting, exclusive of set-screws. 
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TABLE I — Continued. 
IRON AND STEEL AND THEIR PRODUCTS — Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Guard transmission apparatus, not elsewhere specified. 
5 Guard emery wheels. 
1 Guard extractors. 

3 Guard planers, shapers, slotters, facers and jointers. 

4 Guard saws. 

1 Guard screw-making and threading machines, 

5 Guard stamping, shearing and punching machines. 

1 Provide guards for machinery, not elsewhere specified. 
5 Guard fly- or drive-wheels. 
9 Guard set-screws, bolts, nuts and keys. 
I Keep guards in good order. 
1 Prohibit removal of guards. 

1 Repair automatic gates or floor doors for elevators, hoists or con- 
veyors. 
I Guard elevator ledges. 
I Repair elevator, hoist or conveyor. 
1 Provide screen at top of elevator or hoist. 

Protection from Fire. 
1 Swing exit doors outward. 
1 Clear passage to fire-escape, exclusive of hall. 
1 Provide fire-extinguisher. 

Miscellaneous Orders. 

1 Orders, instructional. 

LEATHER AND ITS FINISHED PRODUCTS. 
(165 establishments inspected.) 

Boots and Shoes, 
(86 establishments inspected.) 

Children, Minors and Women. 
5 Keep and post register of children 

2 P t h Id d m 1 b t 
1 P t f m 1 1 b not 

2S hlrtfitfb) dl6 

1 St p pi f boy 1 b t d 16 more than 8 hours per day. 

1 St p mp! } t f b y 1 b t d JO more than 48 hours per week. 

2 St p mpl ment f g 1 16 b t d 18 ore than 8 hours per day. 

1 Stpenpljmetfgllefa d 18mre than 46 hours per week. 

2 St p pi yment fgll8bt d Imre than 54 hours per week. 
1 '^t p mpl ym t th t eq t standing of girls 18 but 

nd 21 
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TABLE i — Continued. 

LEATHER AND ITS FINISHED PRODUCTS — Continued. 
Number of 
orders containing 

each sperified Detailed Keqwrements of Orders Ixsued. 

requirement. 

5 Slop employment of females over 18 more than 54 hours per week. 

16 Provide luneli-room and allow 30 minutes for lunch. 

4 Allow 1 hour for lunch where separate lunch-room is not provided. 

2 Provide seats for vsomen. 

General Safety. 

3 Repair or renew floors. 

3 Provide, extend or repair handrails for stairways. 
2 Remove obstacles from stairways. 

2 Repair stairway treads. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 
1 Alter or repair means of ventila.tion where system is not used. 

Healing. 
1 Orders concerning heating, not elsewhere specified. 

Sanitation, EU. 
1 Clean air-shafts, cellars or yards. 
25 Provide sanitary drinking fountain. 
1 Provide individual drinking cups. 

3 Clean or clear dressing-room. 

1 Extend dressing-room partition or provide cover for top of dressing- 

3 Provide dressing-room for females. 

1 Provide adjacent dressing-room and waler-closet. 

3 Orders concerning dressing-rooms, not elsewhere specified. 
1 Paint or whitewash halls or stairs. 

4 Clean water-closet. 

ff Provide or use disinfectant for water-closet. 
I Provide door for water-closet. 

1 ;Build or extend water-closet partition or provide cover for top of 

4 Repair or rebuild water-closet. 

2 Provide water-closet. 

1 Orders concerning water-closets, not elsewhere specified, 

1 Clean workroom. 

4 Provide cuspidors for workroom. 

1 Prohibit living or sleeping in workroom. 

3 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
. 3 Repair, alter or connect blower system or exhaust fans. 
1 Provide rubber mat or wood platform at switch-board. 
18 Guard belting and pulleys. 
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TABLE. I — CotfTiNUED. 

LEATHER AND ITS FINISHED PRODUCTS — Continued. 
Number of 
orders con taming 

ea''h specified Detailed Requirements of Orders Issued, 

requirement. 

1 Guard cog, gear and friction wheels, 

Ifi Guard shafting, exclusive of set-screws, 

1 Guard emery wheels. 

1 Guard sewing machines. 

1 Guard shoe machinery. 

3 Guard fly- or drive-wheels, 

4 Guard set-screws, bolts, nuts and keys. 
3 Provide skirt-boards. 

2 Prohibit removal of guards. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 
veyors. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

5 Guard elevator ledges. 

1 Provide warning apparatus for descent of elevator. 

Protection from Fire. 

1 Prohibit obstruction of aisles, spaces, entrances or exits. 

1 Keep doors and windows unlocked during working hours. 

1 Place signs or lights over exits. 

1 Provide access to fire-escape by structural change. 

9 Clear passage to fire-escape, exclusive of hall. 

1 Paint fire-escape, 

3 Provide fire-escape. 

4 Provide fire-extinguisher. 
1 Remove rubbish. 

1 Remove hose from gas stoves. 

. Miscellaneous Orders. 

t elsewhere specified. 

Leather Goods. 
(52 establishments inspected.) 

Children, Minors and Women. 
Keep and post register of children. 
Post child and union labor notices. 

Stop employment o£ boys 16 but under 18 more than 10 hours per day. 
Slop employment of boys 16 but under 18 more than 54 hours per week. 
Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 
Stop employment of boys 16 but under 18 more than S days per week. 
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TABLE I — Continued. 

LEATHER AND ITS FINISHED PliODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Secure school certificates for girls under 18. 

1 Stop employment that requires constant standing of girls 18 but 
■under 21. 

1 Stop employment of children upder 18 at extremely dangerous occupa- 
tions. 

General Safely. 

3 Provide, extend or repair handrails for stairways, 

I Orders concerning stairways, not elsewhere specified. 

Heating. 
1 Provide heating system. 

Sanitation, Etc. 

6 Provide sanitary drinking fountain. 

1 Clean or clear dressing-room. 

2 Provide dressing-room for females. ; 
1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Provide additional water-closet facilities. 

1 Provide or use disinfectant for water-closet. 

1 Place signs designating water-closets. 

3 Paint, paper or whitewash workroom, 

1 Repair plaster of workroom. 

Dangerous Machinery and Processes. 

7 Giiard belting and pulleys. 

3 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. < 

2 Guard rolls and calenders. 

1 Guard stampii^, shearing and punching machines. 

1 Guard fly- or drive-wheels. 

5 Guard set-screws, bolts, nuts and keys. 

1 Provide skirt-boards. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

Proteclion from Fire. 
I Provide panic-proof hardware. 

1 Swing exit doors outward. 

3 Paint fire-escape. 

3 Provide fire-escape. 

2 Provide fire-extinguisher. 

Miscellaneous Orders. 
1 Orders, instructional. 
■ 1 Orders, miscellaneous, not elsewhere specified. 
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TABLE I — Continued. 
LEATHER AND ITS FINISHED PRODUCTS- 



orders containing 
each specified 
requirement. 



of Orders Issued. 



Leather, Tanned, Cubhied and Fini: 
(32 establishments inspected.) 



Children, Minors and Women. 



more than 8 hours per oay. 
more than 48 hours per week. 

more than 6 days per week. 
more than 54 hours per week. 

more than 6 days per week. 
extremely dangerous occupa- 



Post child and minor labor notices. 
Stop employment of boys 15 but under 16 
Stop employment of boys 15 but under 16 
Stop employment of boys 15 but under 16 
Stop employment of boys 16 but under 18 
Stop employment of boys 16 but under 18 
Stop employment of children under 18 at 

Genera! Safety. 
Provide, extend or repair handrails for stairways. 

Ventilation and Over-Croviding. 
Alter pr repair means of ventilation where system is not used: 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide dressing- room. 
Paint, paper or v^hitewash workroom. 



Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Provide rubber mat or wood platform at switch-board. 
Guard engines, exclusive of fly-wheels. 
Guard belling and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set- screws. 
Guard sprocket and chain belt. 
Guard mills and mixers. 

Provide guards for mactiinery, not elsewhere specified. 
Guard fly- or drive-wheels. 
Guard set-screws, bolts, nuts and keys. 
Repair automatic gates or floor doors for elevators, hoists o 



Protection from Fire. 
1 Paint fire-escape. 

Miscellaneous Orders. 
J Orders, instructional. 
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TABLE I — Continued. 
LEATHER AND ITS FINISHED PRODUCTS — Conclude 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Leather and Its Finished Pboducts, Not Otherwise Classif 
(5 establishments inspected.) 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Provide dressing-room for females. 
1 Provide additional water-closet facilities. 
1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
I Guard belting and pulleys. 

Protection from Fire. 
1 Provide fire-escape. 

LIQUORS AND BEVERAGES. 
(123 establishments inspected.) 

LiQUOHS, Distilled. 
(8 estabhshments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 

General Safety. 
I Sepair or renew floors. 
i Provide, extend or repair guard-rail for floor opening or pU 

1 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

2 Provide sanitary drinking) fountain. 

1 Provide or use disinfectant for water-closet. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

2 Provide rubber mat or wood platform at switch-board, 

5 Guard belting and pulleys. 

4 Guard cog, gear and friction wheels. 

3 Guard sprocket and chain belt. 
1 Guard emery wheels. 

1 Guard rolls and calenders. 

1 Provide guards for machinery, not elsewhere specified. 

4 Guard fly- or drive-wheels. 

6 Guard set-screws, bolts, nuts and keys. 
1 Case in unused sides of elevator car. 
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TABLE I — Continued. 
LIQUORS AND BEVERAGES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Protection from Fire. 

1 Provide fire-escape. 

LiQUOBS, Malt, 
(57 establishments inspected.) 

General Safety. 

2 Repair or renew floors. 
1 Cover floor openings. 

1 Make general structural repairs on building. 

6 Provide, extend or repair guard-rail for floor opening or plat 

1 Repair or renew roof. 

4 Provide, extend or repair handrails for stairways. 

Lighting. 
1 Provide light for workroom. 
1 Orders concerning lighting, not elsewhere specified. 



Sanitation, Etc. 
Provide dressing-room. 
Provide wash-room or washing facilities. 
Provide or use disinfectant for water-closet. 
Repair or rebuild water-closet. 
Discontinue use of outside closet and provide equivalent inside facilities. 



Dangerous Machinery and Processes. 
Provide rubber mat or wood platform at switch-board. 
Guard engines, exclusive of flj-wheels. . 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 

Guard sprocket and chain belt. ' 

Guard emery wheels. 

Keep dangerous machinery in good order. 
Guard fly- or drive-wheels. 
Guard set-screws, bolts, nuts and keys. 

Orders concerning parts of machines, not elsewhere specified. 
Provide automatic gates or floor doors for elevators, hoists or conveyors. 



Protection from Fire. 
Provide fire-extinguisher. 
Re-charge fire-extinguisher. 
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TABLE I — Continued. 
LIQUORS AND BEVERAGES — Continued. 



Number of 

orders containing 

each specified 

requirement. 



Detailed Requirements of Qrders Issued. 



LifiuOES, Vinous. 
(13 establishments inspected.) 



General Safety. 
Provide, extend or repair handrails for stairways. 
Repair stairway treads. 

Dangerous Machinery and Processes. 
Guard belting and pulleys. 
Guard set-screws, bolts, nuts and keys. 
Provide automatic gates or floor doors for eleva 

Case in or otherwise guard unused sides of sha 

elevators, hoists or conveyors. 

(Case in unused sides of elevator car. 

Repair elevator, hoist or conveyor. 

Orders concerning elevators, hoists ai 

specified. 

Protection from Fire. 
Provide fire-extinguisher. 
Remove hose from gas stoves. 



or openings of 



conveyors, not elsewhere 



Mineral and Soda Waters. 
(45 establishments inspected.) 



Stop employment of boys under 16 more than 8 hours per day. 
Stop employment of boys under 16 before 7 A. M. or after 6 P. M. 

General .Safety. 
Repair or renew floors. 
Cover floor openings. 

Provide, extend or repair guard-rail for floor opening or platform. 
Repair or renew roof. 

Provide, extend or repair handrails for stairways. 
Repair stairway treads. 

Healing. 
Alter or repair means of heating where system is not used. 

Dangerous Machinery and Processes, 
Guard engines, exclusive of fly-wheels. 
Guard cog, gear and friction wheals. 
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TABLE I — Continued. 

LIQUORS AND BEVERAGES— Concluded. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

4 Guard fly- or drive-wheels. 
12 Guard set-screws, bolls, nuts and keys. 

Provide automatic gates or floor doors for elevators, hoists or conveyors. 
Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

Protection front Fire. 
Cover furnaces or fuel rooms. 
Provide Ji re-extinguisher. 
Remove hose from gas stoves. 

Miscellaneous Orders. 
Orders, instructional. 
Orders, miscellaneous, not elsewhere specified. 

LUMBER AND ITS RE MANUFACTURES. 

(969 establishments inspected.) 

Baskets and Rattan and Wiixow Ware. 

(12 establishments inspected.) 

Children, Minors and Wom^n. 
Post child and minor labor notices. 
Post female labor notices. 

Stop employment of boys 15 but under 16 more than 8 hours per day. 
Stop employment of boys 15 but under 16 more than 48 hours per week. 
Stop employment of boys 16 but under 18 more than 54 hours per week. 
Stop employment of girls 16 but under 18 more than 8 hours per day. 
Stop employment of girls 16 but under 18 more than 48 hours per week. 
Stop employment of girls 18 but under 31 more than o4 hours per week. 
Stop employment of girls 18 but under 21 more than 6 days per week. 
Provide seats for women. 

General Safely. 
Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 

Dangerous Machinery and Processes. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard emery wheels. 

Guard planers, shapers, slotters, facers and jointers. 
Guard saws. 
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TABLE I — Continued. 
LUMBER AND ITS REM ANUFACTURES — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Guard stamping, shearing and punching machines. 

2 Provide guards for machinery, not elsewhere specified. 
2 Guard flj- or drive-wheels. 

4 Guard set-screws, bohs, nuts and keys. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

Miscellaneous Orders. 
1 Orders, instructional. 

Boxes, Cigar. 
(38 establishments inspected.) 

Children, Minors and Womc,;. 

1 Keep and post register of children. 

2 Post child and minor labor notices. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 

1 Stop employment of boys 15 but under 15 more than 48 hours per week. 

3 Secure school certificates tor girls under 18. 

3 Stop em.ployment of girls 16 but under 18 more than 8 hours per day. 

2 Stop employment of girls 16 but under 18 more than 48 hours per 

1 Stop employment that requires constant standing of girls 16 but under 
18. 

2 Stop employment that requires constant standing of girls 18 but under 
21. 

1 Stop employment of females over 18 more than 10 hours per day. 
1 Allow 1 hour for lunch where separate lunch-room is not provided. 



1 Repair or renew floors. 

2 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

S Provide sanitary drinking fountain. 

1 Clean or clear dressing-room. 

1 Ejctend dressing-room partition or provide cover for top of dressing- 

1 Provide dressing-room for females. 

1 Orders concerning dressing-rooms, not elsewhere specified, 

1 Provide additional water-closet facilities. 

1 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 
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TABLE I — Continued, 
LUMBER AND ITS REM ANUFACTURES —Continued. 
Number of 
orders conlmninff 
each specified Detailed Requirenients of Orders Issued, 

requirement. 

1 Build or extend water-closet partition or provide cover for top of 

water-closet 
1 Repair or rebuild water-closet. 
1 Clean workroom. 
1 ■ Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes, 

1 Provide blower system or exhaust fans. 
? Guard belting and pulleys. 

4 Guard shafting, exclusive of set-screws. 

2 Guard rolls and calenders. 
6 Guard saws. 

2 Guard fly- or drive-wheels. 

^ Guard set-screws, bolts, nuts and keys. 

2 Prohibit removal of guards. 

1 Provide automatic gales or floor doors for elevators, hoists or con- 
veyors. 

3 Case in or otherwise guard unused sides of sliafts or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 
1 Swing exit doors outward. 

1 Provide new exits, not fire-escapes, for upper floors, galleries or 
balconies. 

2 Clear passage to fire-escape, exclusive of hall. 

3 Provide fire-escape, 

1' Remove hose from gas stoves. 
1 Provide water and pails. 

Miscellaneous Orders. 
3 Orders, instructional, 
1 Orders, miscellaneous, not elsewhere specified. 

Coffins, Burial Cases and UNDERrAKEss' Goods, 
(15 establishments inspected.) 

General Safety. 

1 Repair or renew floors. 

Sanitation, Etc. 
3 Provide sanitary drinking fountain. 

1 Orders concerning dressing-rooms, not elsewhere specified. 

2 Provide or use disinfectant 'for water-closet. 
1 Paint, paper or whitewash workroom. 
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TABLE I — Continued. 
LUMBER AND ITS REM ANUF ACTURES — Continued. 



Number of 

orders containing 

each specified 

requirement. 



Detailed Requirements of Orders Issued. 



Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Repair, alter or connett blower system or exhaust fans. 
Remove products of combustion, poisonous gas or dust. 
Provide rubber mat or wood platform at switch-board. 
Guard belting and pulleys. 
Guard cog, ge^r and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard paper corner-stayers and edgers. 
Guard emery wheels. 
Guard metal lathes. 

Guard planers, shapers, slotters, facers and jointers. 
Guard polishing and buffing machinery, exclusive of emery wheels. 

Guard stamping, shearing and punching machines. 

Guard Hy- or drive-wheels. 

Guard set-screws, bolts, nuts and keys. 



1 from Fire. 
Clear passage to fire-escape, exclusive of hall. 
Re-charge fi re-ex tingtusher. 



Cooperage and Wooden Goods, Not Otherwise Classified. 
(44 establishments inspected,) 

Children, Minors and Women. 
Post child and minor labor notices. 

Stop employment of boys 15 but under 16 more than S hours per day. 
Stop employment of boys 15 but under 16 mote than 48 hours per week. 
Stop empIo3'ment of boys 16 but under 18 more than 54 hours per week. 
Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 
Stop employment of boys 16 but under 18 more than 6 days per week. 

(General Safety. 
Post danger signs or provide signals. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide additional inside stairways. 
Provide, extend or repair handrails for stairways. 
Repair, re-arrange or remove stairways. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide wash-room or washing facilities. 
Provide additional water-closet facilities. 
r. c. 
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TABLE I — Continued. 
LUMBER AND ITS REMAXUFACTURES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Provide or use disinfectant for water-closet. 

2 Discontinue use of outside closet and provide equivalent inside facilities. 

4 Paint, paper or whitewash workroom. 
1 Remove refuse from workroom. 

DongeiVus Machinery and Processes. 
1 Provide blower system or exhaust fans. 

3 Repair, alter or connect blower system or exhaust fans. 
I Guard engines, exclusive of fly-wheels. 

14 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley, 

15 Guard cog, gear and friction wheels. 

6 Guard shafting, exclusive of set-screws. 

1 ■ Guard sprocket and chain belt. 

2 Guard emery wheels. 

2 Guard planers, shapers, slotters, facers and jointers. 

5 Guard saws. 

1 Guard wood-working machinery, not elsewhere specified. 

1 Guard fly- or drive-wheels. 

1 Provide railed platform for oiling or working. 

4 Guard set-screws, bolls, nuts and keys. 

3 Prohibit removal of guards. 

" 1 Provide automatic gates or floor doors for elevators, hoists or con- 

1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 
1 Provide safely stop for elevator or hoist. 
1 Provide screen at top of elevator or hoist. 

Protection from Fire. 

1 Provide water and pails, 

MiscellancDus Orders. 

2 Orders, instructional. 

FuKNtTUSE AND REFRIGERATORS, 

(234 establisliments inspected.) 

Children, Minors and Women. 

2 Keep and post register of children. 

1 Secure school certificates for boys under Ifi. 

3 Stop employment of boys 15 but under 16 more than 8 hours per day. 

2 Stop employment of boys lo but under 16 more than ifi hours per week. 
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TABLE I — Continued. 
LUMBER AND ITS REMANUFACTURES— Continued. 
Number of 
orders containing 

eaf:h st>e':ified Detailed Requirements of Orders Issued, 

requirement, 

1 Stop employment of boys 15 but ufider 16 before 7 A. M. or after 
6 P. M. 

2 Stop employment of boys 16 but under 18 more than 10 hours per day. 
8 Stop employment of boys .16 but under 18 more than 54 hours per week. 
8 Stop employment of boys 16 but under 18 before 6 A. M. or after 

10 P, M. 
5 Stop employment of boys IG but under 18 more than 6 days per week. 

3 Allow 1 hour for lunrfi where separate lunch-room is not provided. 



General Safety. 
Repair or renew floors. 
Cover floor openings. 

Provide, extend or repair guard-rail for floor opening or platform. 
Repair or renew roof. 

Provide railed platform and steps at ground exit 
Provide,, extend or repair handrails for stairways. 
Repair stairway treads. 

Ventilation and Over-Crowding. 
Provide ventilation where system is not used. 
Provide ventilation for water-closet or dressing-room. 

Heating. 
Provide means of heating where system is not used. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide individual lockers in dressing-room. 

Orders concerning sanitation of surroundings, not elsewhere specified. 
Provide wash-room or washing facilities. 
Provide additional water-closet facilities. 
Clean water-closet. 

Provide or use disinfectant for water-closet. 
Provide separate water-closets for each sex. * 

Discontinue use of outside closet and provide equivalent inside facilities. 
Provide water-closet. 
Clean workroom. 

Paint, paper or whitewash workrodm. 
Remove refuse from workroom. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Repair, alter or connect blower system i 
Provide rubber mat or wood platform 



exhaust ifans. 
. switch -board. 
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TABLE I — Continued. 
LUMBER AND ITS REMANUFACTURES-. Continued. 
Number, of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

2 Cuard engines, exclusive of fly-wheels. 

3 Guard motors, dynamos, exciters and transformers. 
68 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 
26 Guard cog, gear and friction wheels. 

24 Guard shafting, exclusive of set-screws. 

2 Guard sprocket and chain belt. 

1 Guard boring, drilling and reaming machines. 
17 Guard emery wheels. 
1 Guard metal lathes. 

1 Guard milling machines. 

5S Guard planers, shapers, slotters, facers and jointers. 

2 Guard polishing and buffing machinery, exclusive of emery wheels. 
73 Guard saws. 

8 Guard stamping, shearing and punching machines. 

2 Guard wood-working machinery, not elsewhere specified. 
I' Keep dangerous machinery in good order, 

3 Provide guards for machinery, not elsewhere specified. 
12 Guard fly- or drive-wheels. 

28 Guard set-screws, bolls, nuts and keys. 
21 Prohibit removal of guards. 

3 Provide automatic gates or floor doors for elevators, hoists or con- 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
5 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

1 Case in unused sides of elevator car. 

2 Guard elevator ledges. 

2 Repair elevator, hoist or conveyor. 

1 Provide warning apparatus for descent of elevator. 

Protection from Fire. 
I Keep doors and windows unlocked during working hours. 

1 Provide access to fire-escape .by structural change, 

2 Clear passage ,to fire-escape, exclusive of hall, 

4 Remove obstruction on fire-escape. 

3 Paint fire- escape. 

5 Provide fire-escape, 

10 Provide (fire-extinguisher. 

1 Remove hose from gas stoves, 

2 Install standpipe and hose. 

Miscellaneous Orders. 
8 Orders, instructional. 



Duilizedb,G00gle 



Detailed Requirements of Orders Issued. 



TABLE I — Continued, 

LUMBER AND ITS REMANUFACTURES - Contin 

Number of 

orders containing 

each specified 

requirement. 

Planing Mills. 
(337 establishments inspected.) 

Children, Minors and Women. 

1 Post child and minor labor notices. 

2 Discharge boys under 15. 

1 Stop employment of children under 16 at dangerous machinery, where 
health may be injured or morals depraved, or in the tobacco trades. 

General Safety. 
9 Repair or renew floors. 

1 Cover floor openings. 

2 Make general structural repairs on building. 

1 Provide, extend or repair guard-rail for floor opening or platform. 

1 Repair or renew roof. 

1 Orders concerning minor repairs, not elsewhere specified. 

33 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

2 Repair stairway treads. 



Ventilation and Over-Crowding. 



Provide venlilatio 



Alter or repair heating system. 

Provide means of heating where system is not used. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide individual lockers in dressing-room. 
Provide or repair plumbing. 
Provide additional water-closet facilities. 
Clean water-closet. 

Provide or use disinfectant for water-closet. 
Repair or rebuild water-closet. 
Provide separate waier- closets for each sex. 
Provide water-closet. 
Clean workroom. 

Paint, paper or whitewash workroom. 
Remove refuse from workroom. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Repair, alter or connect blower system or exhaust f 
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TABLE I — Continued. 

LUMBER AXD ITS REMANUFACTURES — Coniinued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Provide rubber mat or wood platform at switch-board. 
7 Guard engines, exclusive of fly-wheels. 

92 Guard belting and pulleys. 

6 Provide belt shifter or loose pulley. 

31 Guard cog. gear and friction wheels. 

22 Guard shafting, exclusive of set-screws. 

3 Guard sprockel: and chain belt. 

2 Guard boring, drilling and reaming machines, 
17 Guard emery wheels. 

3 Guard mills and mixers, 

64 Guard planers, shapers, slotters, facers and jointers. 

109 Guard saws, 

1 Guard universal wood-work«rs. 

14 Guard wood-working machinery, not elsewhere specified. 

1 Keep dangerous machinery in good order. 

2 Provide guards for machinery, not elsewhere specified. 

30 Guard fly- or drive-wfteels. 

1 Provide railed platform for oiling or working. 

46 Guard set-screws, bolts, nuts and keys. 

1 Keep guards in good order. 

31 Prohibit removal of guards. 

6 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Repair automatic gates or floor doors for elevators, hot-ls or conveyors. 

1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

2 Case in unused sides of elevator car. 
2 Guard elevator leifecs. 

1 Provide warning apparatus for descent of elevator. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 

2 Provide new exits not fire-escnpes, for upper floors, galleries or 
balconies 

10 Provide lire extmguisher 
1 Remo\e hose from gas stoves. . 
1 Install siandpipe ind hose 



Sawmills. 
(9G establishments inspected,) 
Children, Minors and iVomen. 
ent of boys IC hut under 18 more than .J4 hours per week. 
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TABLE I — Continued. 
LUMBER AND ITS REMAXUFACTURES — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

General Safety. 
2 Repair or renew floors. 

1 Make general structural repairs on building. 

2 Provide, extend or repair guard-rail for floor opening or platform. 
1 Orders concerning minor repairs, not elsewhere specified. 

3 Provide, extend or, repair handrails for stairways. 

Sanitation, Etc. 

4 Provide sanitary drinking fountain. 
1 Provide dressing-room. 

1 Provide additional water-doset facilities. 

2 Clean water-closet. 

1 Provide or use disinfectant for water -do set. 

3 Provide separate water-dosets for each sex. 

4 Provide water-doset. 

Dangerous Machinery and Processes, "• 

1 Provide blower system or exhaust fans. 

1 Orders concerning dangerous processes, not elsewhere specified. 
8 Guard engines, exclusive of flj-whcels. 

15 Guard belting and pulleys. 

14 Guard cog, gear and friction wheels. 

7 Guard shafting, exclusive of set-screws. 

2 Guard sprocket and chain belt. 

4 Guard emery wheels. 

5 Guard planers, shapers, slotters, facers and jointers. 
1 Guard rolls and calenders. 

24 Guard saws. 

1 Guard wood-working machinery, not elsewhere specified. 

7 Guard fly- or drive-wheels. 

17 Guard set-screws, bohs, nuts and keys. 

1 Prohibit removal of guards. 

1 Repair automatic gates or floor doors for elevators, hoisls 

1 Case in or otherwise guard unused sides of shafts or opening: 
elevators, hoists or conveyors. . 

1 Repair elevator, hoist or conveyor. 

Protection from Fire. 

1 Provide fire-extinguisher. 

Miscellaneous Orders. 

2 Orders, instructional. 
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TABLE I — Continued. 

LUMBER AND ITS REMAXUFACTURES — Continued. 
Number of 
orders conlaininff 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Wooden Boxes. 
(44 establislinients inspected.) 



Children, Minors and Women. 
Keep and post register of children. 
Post child and minor labor notices. 
Secure school certificates for boys under 16. 
Stop employment of boys 15 tut under 16 mo: 
Slop employment of boys 15 but under 16 more 
Stop employment of boys 16 but under 18 mor 
Slop employment □£ boys 16 but under 18 
Stop employment of children 
health may be injured 



e than 8 hours per day. 
than 48 hours per week. 
; than 10 hours per day, 
than 54 hours per week, 
at dangerous machinery, where 
depraved, or in the tobacco trades. 
Stop employment of children under 18 at extremely dangerous oceupa- 



Ceneral Safety. 
Repair or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 
Repair or renew roof. 
Provide, extend or repair handrails for stairways. 



Sani 



1. Etc. 



Provide sanitary drinking fountain. 

Provide water-closet. 

Orders concerning water-closets, not elsewhere specified. 

Dangerous Machinery and Processes. 
Repair, alter or connect blower system or exhaust fans. 
Guard engines, exclusive of fly-wheels. 
Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels, 
Guard shafting, exclusive of set- screws. 
Guard sprocket and chain belt. 
Guard bottling and crowning machines. 
Guard emery wheels. 

Guard fly- or drive- wheels. 

Guard set-screws, bolts, nuts and keys. 



Protection f 
Provide fire-extinguisher. 
Remove hose from gas stoves. 



1 Fire. 
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TABLE I — Continued. 

LUMBER AND ITS REMANUFACTURES — Continued. 
'Number oj 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Wood, Turned and Carved. 
(58 establishments inspected.) 

Children, Minors and Women. 
1 Stop employmenl of boys 16 but under 18 more than 54 hours per week, 
1 Stop employment of boys 16 but under 18 before 6 A. M. . or after 

10 P. M. 
1 Stop employment of girls 16 but under 18 m/we than 8 hours per day. 
1 Stop employment of girls 16 but under 18 more than 48 hours per week. 

1 St0() employment of girls 16 but under 18 before 7 A. M. or after 

General Safety. 

2 Provide, extend or repair guard-rail for floor opening or platform. 

2 Provide, extend or repair handrails for stairways. 

1 Orders concerning general safety, not elsewhere specified. 

Sanitaliton, Etc. 
I Provide sanitary drinking fountain. 
1 'Provide or use disinfectant for water-closet. 
1 Provide water-closet. 
1 Clean workroom. 
1 Paint, iiaper or whitewash workroom. 

Dangerous Machinery and Processes. 

1 Repair, alter or connect blower system or exhaust fans. 

3 Guard engines, exclusive of fly-wheels. 
14 Guard belting and pulleys. 

11 Guard cog. gear and friction wheels. 
5 Guard shafting, exclusive of set-screws. 

2 Guard sprocket and chain belt. 

4 Guard emery wheels. 
' 1 , Guard wood lathes. 

2 Guard planers, shapers, slotters, facers and jointers. 
13 Guard saws. 

3 Guard wood-working machinery, not elsewhere specified. 
'1 Provide guards for machinery, not elsewhere specified. 

3 Guard fly- or drive-wheels. 

13 Guard set-screws, bolts, nuts and keys. 

3 Prohibit removal of guards. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

Lumber and Its RiMANurAcrusEs, Not Otherwise Classified. 
(Ill estabhshments inspected.) 

General Safely. 
1 Cover floor openings 
1 Make general structural repairs on building. 

D,,,i,zedi„Googlc 



. TABLE I — Continued. 
LUMBER AND ITS REMAXUFACTURE5 — Concluded. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Provide, extend or repair guard-rail for floor opening or platform. 

1 Repair or renew roof. 

7 Provide, extend or repair handrails for stairways, 

1 Eepair, re-arrange or remove stairways. 

Heating. 
1 Provide heating system. 

Sanitation^ Etc. 
1 Clean water-closet. 
1 Re)>air or rebuild water-closet. 
1 Provide water-closet. 
1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

1 Provide blower system or exhaust fans. 

2 Repair, alter or connect blower system or exhaust fans. 
1 Provide rubber mat or wood platform at switch-board. 

1 Guard motors, dynamos, exciters and transformers. 

23 Guard belting and jmlleys. 

5 Guard cog, gear and friction wheels. 

4 Guard shafting, exclusive of set-screws. 

3 Guard emery wheels. 

9 Guard planers, shapers. slotters, facers and joimers. 

31 Guard saws. 

1 Guard universal wood-workers, 

1 Keep dangerous machinery in good order. 

2 Provide guards for machinery, not elsewhere specified. ' 

5 Guard fly- or drive-wheels. 

14 Guard set-screws, bolts, nuts and keys. 

6 /Prohibit removal of guards. 

1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 

2 Provide £re-extingiusher. 

1 Remove hose from gas stoves. 

I Install standpipe and hose. 

1 Provide water and pails. 

. 1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
1 Orders, instructional. 
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TABLE I — Continued. 
METALS AND METAL PRODUCTS, OTHER THAM IRON AND STEEL. 
(437 establ laments inspected.) 
Number of 
orders containing 

each specified Detailed Requiremtnts of Orders issued, 

requirement. 

Brass and Bronze Proditcts. 
(100 establishments inspected) 

Children, Minors and Women. 
! Keep and post register of children. 
2 Post child and minor labor notices. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 
1 Stop employment of boys 15 but under 16 more than 48 hours per week. 
1 S«(^ employment of boys 15 but under 16 before 7 A, M. or after 

6 P. M. 
1 Stop employment of boys 16 but under 18 more -than 54 hours per 

I Provide lunch-room and allow 30 minutes for lunch. 

General Safety. 

5 Repair or renew floors. 

1 Provide, extend or repair guard-rail for floor opening or platform. 

1 Repair or renew roof. 

1 Orders concerning minor repairs, not elsewhere specified. 

6 Provide, extend or repair handrails for stairways. 

Ventilation and Over-Crowding. 
I Alter or repair means-of. ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing-room. 

Heating. 
1 Alter or repair means of heating where system is not used. 

Sanitation, Etc. 
12 Provide sanitary drinking fountain. 

1 Provide dressing-room for females. 

2 Provide dressing-room, 

1 Provide or r-epair drainage or spouting. 

2 Provide or repair plumbing, 

1 dean wash-room, 

2 'Provide sink or water in wash-room. 

2 Provide wash-room or washing facilities, 

1 Provide additional water-closet facilities. 

1 Qean water-closet. 

1 Provide or use disinfectant 'for water-closet. 

2 Repair or rebuild water-closet. 

1 Provide separate water-closets for each sex. 

4 Clean workroom. 

4 Paint, paper or whitewash workroom. 

1 Provide receptacle for refuse in workroom. 

1 Remove refuse from workroom. 
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TABLE I — Continued. 

METALS AND METAI- PRODUCTS, OTHER THAN IRON AND STEEL 
— Continued. 
Number of 
orders eonimning 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Dangerous Machinery and Processes, 

8 Provide blower system or exhaust fans. 

12 Repair, alter or connect blower system or exhaust fans. 

1 Provide gog^ee. 

7 Remove products of combustion, poisonous gas or du»t. 
4 Provide rubber mat or wood platform at switch-board. 

2 Guard air compressors. 

1 Guard engines, exclusive of fly-wheels. 

17 Guard belting and pulleys. 

20 Guard cog, gear and friction wheels. 

11 Guard shafting, exclusive of set-screws. 

1 Guard boring, drilling and reaming machines. 

17 Guard emery wheels. 

9 Guard saws. 

3 Guard stamping, shearing and punching machines. 
6 Guard fly- or drive-wheels. 

13 Guard set-screws, bolts, nuts and keys. 
1 Keep guards in good order. 

1 Prohibit removal of guards. 

1 Repair auiomatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

1 Guard elevator ledges. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
1 Keep doors and windows unlocked during working hours. 
. 2 Clear passage to fire-escape, exclusive of hall. 
1 Paint fire-escape. 
1 Provide fire-extinguisher. 

1 Re-charge fire-extinguisher. 

Miscellaneous Orders. 

2 Orders, instructional. 

Copper, Tin ano Sheet-Iron Products. 
(202 establishments inspected.) 

Cliildren, Minors and Women. 
1 Keep and post register of children. 
1 'Post child and minor labor notices. 

3 Post female labor notices. 

4 Secure school certificates for boys under 16, 
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)re than 8 hours per day. 
e than 48 hours per week. 
e than 54 hours per week. 

)re than 8 hours per day. 
are than 46 hours per week. 
standing of girls 18 but 



TABLE I — Continued. 

METALS AND METAL PRODUCTS, OTHER THAN IRON AND STEEL 
— Continued. 
Number of 
orders containiuff 
each specified Detailed Requirements of Orders Issued. 

requirement. 

I Stop employment a( boys 13 but under X6 m< 
1 Stop employment of boys 15 but under 16 mor 

1 Stop employment of boys 16 but under 18 mori 
8 Secure school certificates for girls, under 18. 

2 Stop employment of girls IS but under 18 mc 
2 Stop employment ot girls 16 but under 18 mor 
1 Stop employment that requires ( 

under 21. 

1 Stop emplo)Tnent of females over 18 more than 54 hours per week. 

2 Provide luneh-room and allow 30 minutes for. lunch. 

1 Allow I hour for lunch, pending completion of lunch-room. 

2 Allow 1 hour for lunch where separate lunch-room is not provided. 

3 Provide seats for women. 

General Safety. 

4 Repair or renew floors. 
2 Cover floor openings. 

7 Provide, extend or repair guard-rail for floor opening or platform. 

1 Repair or renew roof. 

10 Provide, extend or repair handrails for stairways. 

2 Repair, re-arrange or remove stairways. 

1 Orders concerning general safety, not elsewhere specified. 

yentilatinn and Over-Cro-wding. 

2 Provide ventilation system, 

1 Provide ventilation where system is not used. 

3 Alter or repair means of ventilation where system is not used, 

1 Provide ventilation for water-closet or dressing-room. 

Healing. 

2 Alter or repair heating system. 
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, Etc. 



Provide sanitary drinking fountain. 

Provide individual drinlting cups. 

Clean or clear dressing-room. 

Provide dressing-room for females. 

Provide dressing-room. 

Provide wash-room or washing facihties. 

Clean water-closet. 

Provide or use disinfectant for water-closet. 

Provide separate water-closets for each sex. 

Provide water-closet. 

Clean workroom. 

Paint, paper or whitewash workroom. 

Repair plaster of workroom. 

Remove refuse from workroom. 
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TABLE I — Continued. 

METALS AN'D METAL PRODUCTS, OTHER THAN IRON AND STEEL 
— Continued, 
Number of 
orders containing 
each specified Detailed Requiri-menis of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 
2 Provide blower system or exhaust fans. 
5 Repair, alter or connect blower system or exhaust fans, 
a Remove products of combustion, poisonous gas or dust. 
7 Provide rubber mat or wood platform at switch-board. 

2 Guard engines, exclusive of fiy-wheeU, 

1 Guard motors, dynamos, exciters and transformers. 

50 Guard belting and pulleys. 

3 Provide belt shifter or loose pulley. 
43 Guard cog, gear and friction wheels. 
20 Guard shafling. exclusive of set-screws. 
17 Guard emery wheels. 

1 Guard mills and mixers. 

4 Guard planers, shapers, slotters, facers and jointers, 
43 Guard saws. 

19 Guard stamping, shearing and punching machines. 

1 Provide warning apparatus for traveling cranes. 

2 Provide guards for machinery, not elsewhere specified. 
22 Guard fly- or drive-wheels, 

31 Guard set-screws, bolts, nuts aod keys. 
1 Orders concerning parts of machines, not elsewhere specified, 

3 Keep guards in good order, 

1 Provide automatic gates or floor doors for elevators, hoists or conveyors. 
1 Repair automatic gates or floor doors tor elevators, hoists or conveyors. 
1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, iioists or conveyors, 
1 Case in unused sides of elevator car. 
1 Guard elevator ledges. 

Protection from Fire. 
1 Prohibit obstruction of aisles, spaces, entrances or exits, 
1 Paint fire-escape, i 

5 Provide fire-extinguisher. 

Miscellaneous Orders. 
7 Orders, instructional. 

Electroplating, 
(31 establishments inspected.) 

General Safely. 
I Repair or renew roof, 
1 Provide, extend or repair handrails for stairways. 
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TABLE I — Continued, 

METALS AND META'L PRODUCTS, OTHER THAN IROiX AND STEEL 
— Continued. 
Number of 
orders containing 
each specified Detailed Requiretnents oi Orders Issued. 

requirement. 

Sanilalion, Etc. 
3 Provide sanitary drinking fountain. 

1 Provide wash-room or washing facilities. 

2 Provide or use disinfectant for water-closet, 

1 Build or extend water-closet partition or provide cover for top of waler- 

1 Provide separate water-closets for each sex. 

3 Clean workroom. 

1 Provide cuspidors in workroom. 

3 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
3 Provide blower system or exhaust fans. 
9 Repair, alter or connect blower system or exhaust fans, 

1 Reanove products of combustion, poisonous gas or dust. 

2 Guard motors, dynamos, exciters and trans formers, 

3 Guard belting and pulleys. 

2 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
1 Guard emery wheels, 

1 Guard stamping, shearing and punching machines. 

3 Guard set-screws, bolts, nuts and keys. 

Protection from fire. 
1 Provide fire-escape. 
1 Remove combustibles. 

Gas and Electric Fixtures and Lamps and Reflectors, 
{54 establishments inspected.) 

Children^ Minors and Women. 

1 Keep and post register of children, 
3 Post child and minor labor notices. 

2 Post female labor notices. 
Secure school, certificates for boys under 16. 
Secure school certificates for girls under 18. 

Stop employment of girls 16 but under IS more than 8 hours per day. 
Stop employment of girls 16 but under 18 more than 48 hours per week. 
Slop employment of girls 16 but under 16 before 7 A. M. or after 
6 P. M. 

Stop employment of girls 16 but under 18 more than 6 days per week. 
Provide lunch-room and allow 30 minutes for lunch. 
.Allow 1 hour for lunch where separate lunch-room is not provided. 
Provide seats for women. 
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TABLE I — Continued. 

METALS AND METAL PRODUCTS, OTHER THAN IRON AND STEEL 
— Continued, 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

General Safety. 
1 Provide, extend or repair guard-rail for floor opening or platform. 
4 Provide, extend or repair handrails for stairways. 

yentilatiott and Over-Crowding. 
1 Provide ventilation where system is not used. 
1 Alter or repair means of ventilation where system is not used. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 

1 Oean or clear dressing-room. 

2 Provide dressing-room for females. 
1 Provide dressing-room. 

1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Clean wash-room. 

1 Provide separate water-closets for each sex. 

2 Provide water-closet. 

2 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes, 

i Provide blower system or exhaust fans. 

9 Repair, alter or connect blower system or exhaust fans. 

1 Remove products of combustion, poisonous gas or dust. 

4 Provide rubber mat or wood platform at switch-board. 

3 Guard motors, dynamos, exciters and transformers. 
9 Guard belting and pulleys. 

10 Guard cog, gear and friction wheels. 

8 Guard shafting, exclusive of set-screws. 

6 Guard emery wheels. 

1 Guard metal lathes. 

.1 Guard mills and mixers. 

1 ' Guard polishing and buffing machinery, exclusive oi emery wheels. 
6 Guard saws. 

Guard stamping, shearing and punching machines. 

4 Guard fly- or drive-wheels. 

5 Guard set-screws, bolts, nuts and keys. 

2 Prohibit removal of guards. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Guard elevator ledges. 

Protection from Fire. 
1 Cover furnaces or fuel rooms. 
1 Remove obstructions on fire-escape. 
1 Paint fire-escape. 

3 Provide fire-extinguisher, 

1 Remove hose froip gas stoves. 
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97 
TABLE I — Continued. 



Numhtf of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Miscellaneous Orders. 
4 Orders, instructional. 
1' Orders, miscellaneous, not elsewhere specified. 

Jewelsy. 

(22 establishments inspected.) 

Children, Minors and Women. 

2 Secure school certificates for boys under IS. 

3 Secure school certificates for girls under 18. 

2 Stop employment of girls 16 but under 18 more than 8 hours per day. 
2 Stop employment of girls 16 but under 18 more than 48 hours per week. 
2 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 

1 Repair or renew fitx>rs. 

Sanitation, Etc. 
1 Clean air-shafts, cellars or yards. 
1 Provide sanitary drinking fountain. 

1 Provide or use disinfectant for water-closet. 

4 Paint, paper or whitewash -workroom. 

Dangerous Machinery and Processes. 

5 Guard belting and pulleys. 

2 Guard cog. gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 

Protection from Fire. 
2 Clear passage to fire-escape, exclusive of hall. 
1 Paint fire-escape. 

Miscellaneous Orders. 
1 Orders, instructional. 

Metals and Metal Products, Othek Than Iron and Steel, Not Othekwise 

Class tFiED. 

(28 establishments inspected.) 

Children, Minors and Women. 
1 Secure sdiool certificates for girls under 18. 
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TABLE I — Continued. 

METALS AND METAI- PRODUCTS, OTHER THAN IRON AND STEEL 
— Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

General Safety, 
A Repair or renew floors. 
I Cover floor openings, 

3 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair or renew roof. 

3 Provide, extend or repair handrails for stairways. 
1) Repair, re-arrange or remove stairways. 
1 Repair stairway treads. 
1 Orders concerning general safety, not elsewhere specified. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Extend dressing-room partition or provide cover for top of dressing- 

1 Provide or use disinfectant for water-closet. 

Dangerous Machinery and Processes. 
1 Remove products of combustion, poisonous gas or dust. 

1 Provide rubber mat or wood platform at switch -board. 

2 Guard engines, exclusive of fly-wheels. 
7 Guard belting and pulleys. 

3 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 

1 Guard boring, drilling and reaming machines. 

3 Guard emery wheels. 

1 Quard rolls and calendars. 

2 Guardi saws. 

1 Guard stamping, shearing and punching machines. 

1 Keep dangerous machinery in good order. 

1 Provide guards for machinery, not elsewhere specified, 

1 -Guard fly- or drive-wheels. 

1 Provide railed platform for oiling or working. 

4 Guard set-screws, bolts, nuts and keys. 

1 Orders concerning condition of guards, not elsewhere specified. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
1 Provide fire-escape. 
1 'Provide fire-extinguisher. 
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TABLE I -— Continued. 

PAPER AND PRINTING. 
(94M establishments inspected.) 
Number of 
orders contatmng 
each specified Detailed Requirements of Ordtrs Issued, 

reguireinent. 

Bags, Paper. 
(17 establishments inspected.) 

Children, Minors and Women. 
1 Keep and post register of children. 
1 Secure sohool certificates (or girls under 18. 
1 Stop employment that requires constant stani&ig of girls 18 but 

under 21. 
1 Allow I hour for lunch wiiere separate lunch-room is not provided. 
I Provide seats for women. 

VenlHation and Over-Crowding. 

1 Alter or repair means of ventilation wliere system is not used 

Sanitation, Etc. 
3 Provide sanitary drinking fountain. 

2 Provide dressing-room for females. 
Provide additional water-closet facilities. ' 
Provide separate water -closets for each sex. 
Place signs designating water-closets. 
Paint, paper or whitewash workroom. 
Repair plaster of workroom. 

Dangerous Machinery and Processes. 
Guard belting and pulleys. ^ 

Guard cog, gear and friction wheels. 
Guard paper cutters, trimmers and slitters. 
■Guard power presses. 
Guard set-screws, bolts, nuts and keys. 

Protection from Fire. 
Cover furnaces or fuel rooms. 

Keep doors and windows unlocked during working hours. 
Clear passage to fire-escape, exclusive of hall. 
Provide fire-escape. 

Miscellaneous Orders. 
Orders, instructional. 
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TABLE I — Continued. 
PAPER AND PRINTING— Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Book-Binding and Blank-Book Making. 
(43 establishments inspected.) 

Children, Minors and Women. 

1 Post child and minor labor notices. 

3 Post female labor notices. 

1 Secure school certificates for boys under 16. 

3 Secure school certificates for girls under 18. 

4 Stop employment of girls 10 but under 18 more than 8 hours per day. 
4 Stop employment of girls 16 but under 18 more than 48 hours per week. 
1 Stop employment of girls IS but under 18 before 7 A. M. or after 

6 P. M. 

General Safety. 
1 R^air or renew 'floors. 
1 Provide, extend or repair handrails for stairways. 

yenlilation and Over-Crowding. 

1 Provide ventilation where system is not used. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 

1 iProvide screen or door for dressing-room. 

1 Provide dressing-room for females, 

1 Clean halls or stairs. 

1 Paint or whitewash halls or stairs. 

4 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 

1 Build or extend water-closet partition or provide cover for top of 
water-closet. 

2 Repair or rebuild water-closet 

1 Provide separate water-closets for each sex, 

4 Clean workroom. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
1 Remove products of combustion, poisonous gas or dust. 
6 Guard belting and pulleys. 

3 Guard cog, gear and friction wheels. 

6 Guard shafting, exclusive of set-screws. 

I Guard sprocket and clean belt. 

1 Guard power presses. 

1 Guard fly- or drive-wheels. 
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TABLE I — Continued, 

PAPER AND PRINTING — Continued. 



Number of 

orders containing 

each specified 

requirement. 



Detailed Requirements of Orders Issued. 



Clear passage to fire-escape, exclusive of hali. 
Provide fire-extinguisher. 

Miscellaneous Orders, 
Orders, instructional. 

Boxes, Fancy and Paper. 
(65 establislinients inspected.) 

Children, Minors and Women. 
Keep and post register of children. 
Post child and minor Xahor notices. 
Post female 'labor notices. 
Secure school certificates for boys under 16. 
Stop employment of 1>oys 15 but under 16 n 
Stop employment of boys 15 but under 16 mc 
Stop employment of boys 16 but under 18 mc 
Stop employment of boys IS but under 18 n 
Discharge girls under 16. 
Secure school certificates tor girls under 18. 
Stop employment of girls 16 but under 18 r 
Stop employment of girls Ifi but under 18 rat 
Stop employment of girls 16 but under IS before 7 A. M, 
6 P. M. 
Stop employment of children under 18 at extremely dangerous occupa- 

Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 18 more than 54 hours per week. 
Provide lunch-room and allow 30 minutes for lunch. 
Allow 1 hour for lunch where separate lunch-room is not provided. 
Provide seats for women.- 

General Safety, 
Repair or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 
Repair, re-arrange or remove stairways. 
Orders concerning safety of surroundings, not elsewhere specified. 

Ventilation and Over-Crowding. 
Provide ventilation for water-closet or dressing-room. 

Heating. 
Provide means of heating where system is r 



e than 8 hours per day. 
than 48 hours per week. 
than 54 hours per week. 
e tJian 6 days per week. 



e than 8 hours per day. 

than 48 hours per week. 

fter 
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TABLE I — Continued. 
PAPER AND PRINTING— Continued. 
Nuttiber of 
orders coHtaining 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide dressing-room for females. 
Provide adjacent dressing-room and water-closet. 
Provide Itinch-room, other than that reserved for females. 
Orders concerning sanitation of surroundings, not elsewhere specified. 
Clean water-closet. 

Provide or use disinfectant for water-closet. 
Repair or rebuild water-closet. 

Discontinue use of outside closet and provide equivalent inside facilitiei. 
Clean workroom. 
Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard sprocket and chain belt. 
Guard paper corner- stayers and edgers. 
Guard paper cutters, trimmers and slitters. 
Guard emery wheels. 
Guard power presses. 
Guard rolls and calenders. 

Guard stamping, shearing and punching machines. 
Guard paper machinery, not elsewhere specified. 
Keep dangerous machinery in good order. 
Provide guards for machinery, not elsewhere specified. 
Guard fly- or drive-wheels. 
Guard set-screws, bolts, nuts and keys. 
Prohibit removal of guards. 

Provide automatic gates or floor doors for elevators, hoists or con- 
Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 
Clean elevator or hoist. 
Guard elevator ledges. 
Repair elevator, hoist or conveyor, 

P role c lion from Fire. 
Keep doors and windows unlocked during working hours. 
Provide new ground floor exits. 
Place signs or lights over exits. 
Clear passage to fire-escape, exclusive of hall. 
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TABLE I — Continued. 
PAPER AND PRINTING — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

3 Paint fire-esc^ie. 
I Provide fire-escape. 

1 Remove combustibles. 

Miscellaneous Orders. 
6 Orders, instructional. 

Engraving and Diesinking. 
(18 establishments inspected.) 

Children, Minors and Women. 

2 Secure school certificates for boys under 16. 

2 Secure school certificates for girls under IS. 

1 Stop employment of children under 16 at dangerous machinery, where 
health nray be injured or morals depraved,, or in the tobacco trades. 

General Safely. 
1, Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

3 Provide sanitary drinking fountain. 

Dangerous Machinery and Processes. 

1 Remove products of combustion, poisonous gas or dust. 

2 Guard belting and pulleys. 

1 Guard power presses. 

2 Guard saws. 

1 Guard fly- or drive-wheels. 

Protection front Fire. 
1 Clear passage to (ire-escape, ' exclusive of hall. 

Envelopes. 
(7 establishments inspected.) 

Children, Minors and Women. 
I Keep and post register of children. 
1 Provide lunch-room and allow 30 minutes for lunch. 
1 Allow 1 hour for lunch where separate lunch-room is not provided. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 

D,,,l,zedl„G00gle 



TABLE I — Continued. 
PAPER AND PRINTING— Continued. 
Nnmbtr of 
»rdtrt eontaimng 
taeh specifitd DelaiUd RequiremtHts of Ordirt Ittued. 

requirtment. 

Dangerous Machinery and Proctsstt. 

2 Guard belting; and pulleys. 

3 Guard cog, gear and friction wheels. 

, 1 Guard shafting, exclusive of set-screws, 

i Guard planers, shapers, slotters, facers and jointert. 

1 Guard power presses. 

2 Guard fly- or drive-wheds. ] 
, 3 Guard set-screws, bolts, nuts and keys. 

Protection from Fire. 
1 Paint fire-escape. 

Labels and Tags. 

(12 establishntents inspected.) 

Children, Minors and Women, 
I Keep and post register of children. 
1 Post female labor notices. 

1 Stop employment of boys 16 but under 18 more than M hours per wccIl 
1 Stop employment of boys 16 but under IS before 6 A. M. or after 

10 P. M. 
1 Stop employment of boys 16 but under 18 more than S days per week. 
1 Secure school certificates for girls under 18. 

I Stop employment of girls 16 but under 18 more than 8 hours per da;. 
1 Allow 1 hour for lunch where separate lunch-room is not provided. 

Etc. 



Provide sanitary drinking fountain. 
Provide or repair plumbing. 

Dangerous Mocliinery and Processes. 
Guard motors, dynamos, exciters and transformers. 
Guard belling and pulleys. 
Provide belt shifter or loose pulley. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard sprocket and chain belt. , 

Guard paper cutters, trimmers and slitters. 
Guard emery wheels. 
Guard power presses. 

Guard fly- or drive-wheels. 

Guard set-screws, bolts, nuts and keys. 

Provide skirt-boards. 

Prohibit removal of guards. 

Guard elevator ledges. 
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TABLE I — Continued. 

PAPER AND PRINTING— Continued. 

Number of 
orders containing 

each specified Detailed Requirements of Orders Isstud. 

requirement. 

Protection from Fire. 

I Clear passage fo fire-escape, exclusive of hall. 

I Attach hose to standpipe. 

Miscellaneous Orders. 

3 Orders, instructional. 

LiTHOGRAPHlKG. 

(22 establishments inspected.) 

Children, Minors and Women. 
1 Secure school certificates for girls under 18. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 
1 AHow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 

1 ■ Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
7 Provide sanitary drinking fountain. 

2 Provide dressing-room for females. 

1 Provide adjacent dressing-room and water-closet. 

2 Provide or use disinfectant for water-closet. 

1 Provide separate water-closets for each sex. 

2 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

1 Guard motors, dynamos, exciters and transformers. 
9 Guard belting and pulleys. 

4 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
1 Guard emery wiieels. 

1 Guard mills and mixers. 

1 Guard power presses. 

1 Guard saws. 

4 Guard fly- or drive- wheels. 

3 Guard set- screws, bolts, nuis and keys. 

Protection from Fire. 
1 Swing exit doors outward. 

1 Provide new ground floor exits. 

Miscellaneous Orders. 

2 Orders, instructional. 
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TABLE I — Continued. 
PAPER AND PRINTING — Continued. 
Number of 
orders containing 
each specified Delailed Requiremetils of Orders Issued. 

Tequirement. ' 

pAPEH AND Wood Pl-lp. 
(49 establishments inspected.) 

Children, Minors o»i.' Women. 
1 Disctiarge boys under 15. 

1 Stop employment of boys 16 but under 18 more than 10 hours per day. 
1 Stop employment of boys 16 but under 18 more than 54 hours per -week. 

1 Discharge girls under 16. 

3 Provide lunch-room and allow 30 minutes for lundi. 

General Safety. 
7 Repair or renew Actors. 

2 Cover floor openings. 

15 Provide, extend or repair guard-rail for floor opening or platform. , 
5 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

Sanitation, Etc. 
11 Provide sanitary drinking fountain, 

3 Provide dressing-room for females. 
1 Provide dressing-room, 

1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Provide lunch-room, other than that reserved for females, 

3 Provide additional water-closet facilities. 

2 Clean water-closet. 

3 Provide door for water-closet. 

4 Build or extend water-closet partition or provide cover for top of 

4 Repair or rebuild water-closet. 

1 Provide separate water-closets for each sex. 

2 Place signs designating water-closets. 

1 Discontinue use of outside closet and provide equivalent inside facilities, 

1 Paint, paper or whitewash workroom. 

Dangerous .Maciiiiiery and Processes. 

2 Repair, alter or connect blower system or exhaust fans. 
1 Provide rubber mat or wood platform at switchboard. 

1 Guard engines, exclusive of fly-wheels, 
24 Guard behing and pulleys. 

16 GuardI cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws, 

2 Guard sprocket and chain belt. 

5 Guard saws. 

1 Provide warning apparatus for traveling cranes. 
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TABLE I — Continued. 

PAPER AND PRINTING — Continued. 



Number of 

orders containing 
each specified 
requirement. 



:ts of Orders Issued. 



1 Guard paper machinery, not elsewhere specified. 
Keep dangerous machinery in good' order, 
drive-wheels, 
ws, bolts, nuts and keys. 

gates or floor doors for elevators, hoists or conveyors, 
gates or floor doors for elevators, hoists or con- 



4 Guard fly- 
19 Guard set- 

2 Provide 

3 Case in unused sides of elevator car. 
1 Repair elevator, hoist or conveyor. 

1 Orders concerning elevators, hoists and conveyors, ni 

Protection from Fire, 
1 Keep doors and windows unlocked during working hours. 
1 Clear passage to ifire-escape, exclusive of hall. ^ 

1 Provide fire-escape. 
1 Provide fire-extinguisher. 

Miscellaneous Orders. 
I Orders, instructional. 

Printing and Pl"buskinc. ' 
(634 establishments inspected.) 

Children, Minors and Wonien. 
11 Keep and post register of children. 

8 Post child and minor labor notices. 

4 Post female labor notices. 
3 Discharge boys under 15. 

11 Secure school certificates for boys under 16. 
7 Stop employment of boys 15 but under 16 m 
3 Stop employment of boys 15 but under 16 m< 

1 Slop employment of boys 15 but under It 
6 P. M. 

2 Stop employment of boys 15 but under 16 ; 

1 Discharge girls under 16. 
17 Secure school certificates for girls under 18. 
13 Stop employment of girls 16 but under IS 

9 Stop employment of girls 16 but under 18 m 

2 Stop employment of girls 16 but under 18 before 1 A. 
6 P. M. 



than 8 hours per day. 
Dre than 48 hours per day. 
before 7 A. M. or after 

ore than 6 days per week. 



than 8 hours per day. 
than 48 hours per week. 



Stop employment of girls 16 
Stop employment of childrer 

Stop employment of females 
Allow 1 hour for lunch whe 
Provide seats for women. 



but under 18 more than 6 days per week. 
under 18 at extremely dangerous occupa- 



ver 18 more than 54 hours per week. 
: separate lunch-room is not provided. 
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TABLE I — Continued. 
PAPER AND PRINTING — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

General Safety. 
1 Abandon building permanently. 
1 Abandon building unttil required changes are completed. 

1 Change or repair chimneys, flues or stacks. 

3 Repair or renew floors, 

2 Make general structural repairs on buildings. 

6 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair or renew roof, 
34 Provide, extend or repair handrails for 5>tairways. 
1 Remove obstacles from stairways. 

4 Repair, re-arrange or remove stairways. 

1 Orders concerniog general safety, not elsewhere, specified. 

Lighting. 
' 2 Provide lig'ht for workroom. 

Venlilalion and Over-Crowding. 
1 Provide ventilation system. 
1 Alter or repair ventilation system. 

1 Provide ventilation where system is not used. 

6 Alter or repair means of ventilation where system is not used. 

2 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Clean or clear dressing-room. 
Provide screen or door for dressing-room. 
Provide dressing-room for females. 
Provide sink or water in dressing-room. 
Provide adjacent dressing-room and water-closet. 
Provide dressing-room. 

Orders concerning dressing-rooms, not elsewhere specified. 
Provide or repair plumbing. 

Orders concerning sanitation of surroundings, not elsewhere specifie' 
Provide sink or water in wash-room. 
Provide additional water-closet facilities. 
Clean water-closet. 

Provide or use disinfectant for water-closet. 
Repair or rebuild water-closet. 
Provide separate water-closets for each sex. 
Place signs designating water-closets. 
Provide water-closet. 
Clean workroom. 

Paint, paper or whitewash workroom. 
Repair plaster of workroom. 

Provide proper receptacle for oily rags or like waste in workroom. 
Remove refuse from workroom. 
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TABLE I — Continued. 
PAPER AND PRINTING— Continued. 



Number of 

orders containing 

each specified 

requirement. 



Detailed Requirements of Orders Issued. 



Dangerous Machinery and Processes. 
Repair, alter or connect blower system or exhaust fans. 
Remove products of combustion, poisonous gas or dust. 
Provide rubber mat or wood platform at switch-board. 
Guard engines, exclusive of fly-wheels. i 

Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 

iProvide belt shifter or loose pulley. ^ 

Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard sprocket and chain belt. 

Guard transmission apparatus, not elsewhere ■specified. 
Guard paper cutters, trimmers and slitters. 
Guard emery wheels. 
Guard power presses. 
Guard rolls and calenders. 
Guard saws. 

Guard paper machinery, not elsewhere specified. 
Guard printing and binding machinery, not elsewhere specified. 
Guard fly- or drive-wheels. 
Guard set-screws, bolts, nuts and keys. 

Provide automatic gates or floor doors for elevators, hoists or con- 
veyors. 

Repair automatic gates or floor doors tor elevators, hoists or conveyors. 
Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 
Guard elevator ledges. 

Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
Cover furnaces or fuel rowns. 

Prohibit obstruction of aisles, spaces, entrances or exits. 
Keep doors and windows unlocked during working hours. 
Swing exit doors outward. 
Provide new ground floor exits. 
Place signs or lights over exits. 
Provide access to Jire-escape by structural change. 
Clear hallway to exits. 

Clear passage to fire-escape, exclusive of hall. 
Remove obstructions on fire-escape. 
Paint fire-escape. 
Provide fire-escape. 
Provide fire-extinguisher. 
Remove rubbisft. 
Remove combustibles. 
Remove hose from gas stoves. 
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orders containing 
each specified 
requirement. 



no 

TABLE I — Continued. 
PAPER AND PRINTING — Continued. 

Detailed Requirements of Orders Issued. 



Miscellaneoi 
Orders, instructional. 



Stereoiyhng and Electrotvping. 
(12 esiablistunenU inspected.) 

Children, Minors and tfomen.' 
Secure school certificates for boys under 16. 

Ventilation and Over-Crowding. 
Alter or repair means of ventilation where system is m 

Sanitation, Etc. 

Provide sanitary drinking fountain. 
Provide or repair plumbing. 
Provide or use disinfectant for water-closet. 
Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

Provide blower system or exhaust fans. 

Provide rubber mat or wood platform at switch-board. 

Guard motors, dynamos, exciters and transformers. 

Guard belting and pulleys. 

Guard cog, gear and friction wheels. 

Guard shafting, exclusive of set-screws. 

Guard emery wheels. 

Guard rolls and calenders. 

Guard fly- or drive-wheels. 

Case in or otherwise guard unused sides of shafts i 

elevators, hoists or conveyors. 

Protection from Fire. 
Clear passage to fire-escape, exclusive of hail. 

Miscellaneous Orders. 

t elsewhere specified. 
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TABLE I — Continued. 
PAPER AND PKINTIiNG — Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Paper and Printing, Not Otherwise Classified. 
(26 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 



'Provide, extend or repair guard-rail (or floor opening or platfor 
Provide, extend or repair handrails for stairways.' 



Ventilation and Over-Crowding. 

r repair means ot ventilation where system is 



Hmting. 

r repair heating- system. 



Provide sanitary drinking fountain. 
Provide dressing-room for females. 
Provide adjacent dressing-room and water-closet. 

Dangerous Machinery and Processes. 

Provide rubber mat or wood platform at switch-board 

Cnard belting and pulleys. 

Guard cog, gear and friotion wheels. 

Guard shafting, exclusive of set-screws. 

Guard sprocket and chain belt. 

Guard emery wheels. 

Guard paper machinery, not elsewhere specified. 

Cuard fly- or drive- wheels. 

Guard set-screws, boks, nuts and keys. 



Protection from Fire. ' 

Keep doors and windows unlocked during working hours 
Clear passage to fire-escape, exclusive of hall. 
Provide fire-extinguisher. 
Remove hose from gas stoves. 
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TABLE I — Continued. 

PAPER AND PRINTING — Continued. 
Number of 
orders containing 
each specified Detailed Requiremeitis of Orders Issued, 

requirement. 

Miscellaneous Orders. 
25 Orders, instructional. 

STEgeOTVPING AND Electrotvping. 

(12 eslablisbments inspected.) 

Children, Minors and Women.' 
1 Secure school certificates for boys under 16. 

Ventilation and Over-Crowding. 
1 Aker or repair means of ventilation where system is not used. 

Sanitation, Etc. 

1 Provide sanitary drinking fountain. 

1 Provide or repair plumbing. 

1 Provide or use disinfectant for water-closet. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

2 Provide blower system or exhaust fans. 

2 Provide rubber mat or wood platform at switch-board. 

1 Guard motors, dynamos, exciters and transformers, 

4 Guard belting and pulleys. i 

3 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
1 Guard emery wheels. 

1 Guard rolls and calenders. 

3 Guard saws. 

2 Guard fly- or drive-wheels. 

I Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 
1 Clear passage to fire-escape, exclusive of hall. 



Orders, instructional. 

Orders, miscellaneous, not elsewhere specified. 



Digitized byGoOt^le 



TABLE I — Continued. 
PAPER AND PRINTIiNG— Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requiremeni. 

Papek and pRiNTiNCj Not Othebwise Classified. 
(26 establishments inspected.) 

Children, Minors and Women. 
I Post child and minor lalxir notices. 

General Safety. 

1 'Provide, extend or repair guard-rail for floor opening or platform. 
1 Provide, extend or repair handrails for stairways.' 

Ventilation and Over-Crowding. 
1 Alter or repair means of ventilation where system is not used. 

Hmting. 

1 Alter or repair heating system. 

Sanitation, Etc. 

3 Provide sanitary drinking fountain. 

2 Provide dressing-room for females. 

1 Provide adjacent dressing-room and water-closet. 

Dangerous Machinery and Processes. 

1 Provide rubber mat or wood platform at switch-board 
5 Guard belting and pulleys. 

3 Guard cog, gear and friotion wheels. 

2 Guard shafting, exclusive of set-screws. 

3 Guard sprocket and chain belt. 
1 Guard emery wheels. 

1 Guard paper machinery, not elsewhere specified. 

2 Guard fly- or drive- wheels. 

2 Guard set-screws, boKs, nuts and keys. 

Protection from Fire. ' 

1 Keep doors and windows unlocked during: working hours 

1 Clear passage to fire-escape, exclusive of hall. 

2 Provide fire-extinguisher, 

1 Remove hose from gas stoves. 
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TABLE I — Continued. 
RAILROAD REPAIR SHOPS. 

(97 establishments inspected.) 
Number of 
orders contaitting 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Steam Railkoad Repaik Shops. 
(70 establishments inspected.) 

Children, Minors and Women. 
1 Stop employment of children under 16 at dangerous machinery, wher« 
health may be injured or morals depraved, or in the tobacco trades. 

General Safely, 

1 Abandon building until required changes are complete. 

1 Change or repair cihimneys, flues or stacks. 

1 Repair or renew floors. 

3 Make general structural repairs on building. 

6 Repair or renew roof. 

1 Orders concerning, minor repairs, not elsewhere specified. 

S Provide, extend or r^air handrails for stairways. 

Ventilation and Over-Crowding. 
1 Provide ventilatiwi where system is not used. 
1 Alter or repair means of ventilation where system is not used. 

Heating. 

3 Provide means of heating where system is not used. 

Sanitation, Etc. 

4 Providing sanitary drinking fountain. 

1 Provide individual lockers in dressing-room. 

2 Provide or repair drainage or spouting. 
1 'Provide individual towels. 

1 Provide wash-room or washing facilities. 

2 Provide additional water-closet facilities. 
2 Clean water-closet 

1 Repair or rebuild water-closet. 

2 Discontinue use of outside closet and provide equivalent inside fuL'ilities. 

3 Provide water-closet. 
2 Clean workroom. 

1 Paint, paper or whitewash workroom, 

I Provide water front to reduce excessive heat. 



Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Remove products of combustion, poisonous gas or dust. 
Orders concerning dangerous processes, not elsewhere specified. 



Digitized byGoOt^le 



TABLE I — Continued. 

RAILROAD REPAIR SHOPS —Continued. 
Number of 

orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

1 Guard engines, exclusive of fly-wheels. 

8 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 
15 Guard cog, gear and friction wheels. 

4 Guard shafting, exclusive of set-screws. 

2 Guard sprocket and chain belt. 

1 Guard boring, drilling and reaming madiines 

2 Guard emery -wheels. 

1 Provide safety equipment for ladders. 

2 Guard planers, shapers, slotters, facers and jointers. 
1 Guard power presses. 

10 Guard saws. 

1 Guard screw-making and threading machines. 

1 Guard ventilating or exhaust machines. 

2 Guard fly- or drive-wheels. 

10 Guard set-screws, bolls, nuts and keys. 

3 Keep guards in good order. 
2 Prohibit removal of guards. 

I Orders concerning elevators, hoists and conveyors, not elsew 
^ecified. 

Protection from Fire. 
1 Provide ladder or stairway to roof. 
1 Paint fire-escape. 

Miscellaneous Orders. 
1 Orders, instructional. 

SntEET Railroad Rbpaie Shops. 
(27 estatlishments inspected.) 

Children, Minors and Women. 
1 Stop employment of females over 18 more than 10 hours per day. 
I Stop employment of females over 18 more than 54 hours per week. 

General Safety. 

1 Repair or renew floors. 

2 Cover floor openings. 

2 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair or renew roof. 

3 Provide, extend or repair handrails for stairways. 

1 Orders concerning safety of surroundings, not elsewhere specified 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 
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TABLE I — Continued. 
HAILROAD REPAIR SHOPS— Concluded. 

Number of 

Number of 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanitation, Etc. 

2 rProvide 'Sanitary drinking fountain. 

1 Provide or use disinfectant for water-closet. 

1 Discontinue use of outside closet and provide equivalent inside facilities. 

Dangerous Machinery and Processes. 

3 Provide hlower system) or exhaust fans. 

2 Remove products of combustion, poisonous gas or dust. 

2 Provide rubber mat or wood platform at switch-board. 

7 Cuard belting and pulleys, 

1 Provide belt shifter or loose pulley. 
13 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 

2 Guard emery wheels. 

1 Guard planers, shapers, slotters, facers and jointers. 

8 -Guard saws, 

1 Guard fiy- or drive-wheels. 

4 Guard set-screws, bolts, nuts and keys. 

2 Prohibit removal of guards. 
1 Guard elevator 'ledges. 

Protection from Fire. 
1 Re-charge fire extinguisher. 

STONE, CLAY AND GLASS PRODUCTS. 

(613 esiablis'hments inspected.) 

Artifictal Stone. 
(62 establishrnents inspected.) 

General Safety. 

1 Repair or renew floors, 

2 Make general structural repairs on building. 

3 Provide, extend or repair guard-rail for floor opening or platform. 
1 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 

1 Discontinue use of outside closet and provide equivalent inside facilitiec 

Dangerous Machinery and Processes. 
6 Guard belting and pulleys. 

5 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. ' 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 
Number of 
orders confaininff 

each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Guard mills and mixers. 

1 Provide guards for machinery, not elsewhere specified. 
4 Guard set-screws, bolts, nuts and keys. 
4 Guard sett-screws, bolts, nuts and keys. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 
veyors. 

Miscellaneous Orders, 

1 Orders, instructional. 

Brick and Tile. 
(208 establishments inspected.) 

Children, Minors and Women. 
3 Keep and post register of children. 
13 Post child and minor labor notices. 
3 Discharge boys under 15. 

2 Secure school certificates for boys under 16. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 

2 Stop employment of boys 15 but under 16 more than 48 hours per week. 
1 Stop employment of boys 15 but under 16 before 7 A. M. or after 

6 P. M. 

1 . Stop employment of boys 15 but under 16 more than 6 days per week. 
15. Stop employment of boys 16 but under 18 more than 54 hours per week. 

8 Stop employment of boys 16 but under 18 before 6 .K. M. or after 

10 P. M. 
8 Stop employmeirt of boys 16 but under 18 more than 6 days per week. 

2 Discharge girl-s under 16. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 

1 Stop employment of girls 16 but under 18 more than 48 hours per week. 

1 Stop employment of girls 16 but under 18 before 7 A, M. or after 
6 P. M. 

• I Stop employment of girls 16 but under 1 

3 Provide lunch-room and allow 30 minutes 
1 Allow t hour for lunch where separate lunch-room is ni 

General Safety. 

1 Abandon building permanently, 

2 Change or repair chimneys, flues or stacks. . 

4 Repair or renew floors. 

2 Cover floor openings. 

4 Make general structural repairs on building. 
33 Provide, extend or repair guard-rail for floor opening or | 

3 Repair or renew root. 

5 Orders concerning minor repairs, not elsewhere specified 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 

Number of 
orders containing 
each specified Detailed Requiremtnts of Ordtrs Issued, 

requirement. 

34 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

1 Repair stairway treads. 

3 Orders concerning safety of surroundings, not elsewhere spe 

3 Orders concerning general safety, not elsewhere specified. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 

Sanitation, Etc. 

3 Provide sanitary drinking fountain, 

1 Provide additional water-closet facilities. 

3 a can water-closet. 

1 Repair or rebuild water-closet 

1 Provide separate water-closets for each sex, 

6 iProvide water-closet. 

1 Remove refuse from workroom. 



Dangerous Machinery and Processes. 

Guard engines, exclusive of fiy-wheels. 

Guard motors, dynamos, exciters and transformers. 

Guard belting and pulleys. 

Provide belt shifter or loose p«lley. 

Guard cog, gear and friction wheels. 

Guard shafting, exclusive of set-screws. 

Guard sprocket and chain belt. 

Guard emery wheels. 

Guard mills and mixers. 

Keep dangerous machinery in good order. 

Guard fly- or drive- wheels. 

Provide railed platform for oiling or working. 

Guard set-screws, bolts, nuts and keys. 

Keep guards in good order. 

Prohibit removal of guards. 

Orders concerning condition of guards, not elsewhere specified. 

Provide automatic gates or floor doors for elevators, hoists or conveyors. 

Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 

Repair elevator, hoist or conveyor. 

Orders concerning elevators, hoists and conveyors, not elsewhere 

specified. 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 
Number of 
crders containing 

each specified Detailed Requirements of Orders Issued. 

requirement. 

Protection from Fire. 
1 Prohibit obstruction of aisles, spaces, entrances or exits. 
I Provide fire-extinguisher. 
1 Re-charge fire-extinguisher. 

3 Provide water and pails. 

Miscellaneous Orders, 
9 Orders, instructional. 

1 Orders, miscellaneous, not elsewhere specified. 

Glass. 
(53 establishments inspected.) 

Children, Minors and Women. 

2 Keep and post register of children. 

1 Discharge boys under 15. 

2 Secure school certificates for .boys under 16. 

1 Stop employment of boys 15 but under 16 before 7 A. M. or after 
6 P. M. 

1 Stop employment of boys 16 but under 18 more than 10 hours per day. 

2 Stop employment of boys 16 but under 18 more than 54 hours per week. 

4 Stop employment of boys 16 but under 16 before 6 A. M. or after 
ID P. M. 

3 Stop employment of boys 16 but under 18 more than 6 days per week. 
3 Secure school certificates for girls under 18. 

1 Stop employment that requires constant standing of girls 16 but 

under 18. 
I Stop employment that requires constant standing of girls 18 but 

under 91. 
1 Provide seats for women. 

General Safety. 

1 Provide, extend or repair guard-rail for floor opening or platform. 
3 Provide, extend or repair handrails for Stairways. 

Sanitation, Etc. 
3 Provide sanitary drinking fountain, 

2 Clean or clear dressing-room. 

1 Provide dressing-room for females. 

1 Provide additional water-closet facilities. 

1 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 

1 Paint, paper or whitewash workroom. 
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TABLE I — Continued. 
STONE. CLAY AND GLASS PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requiremenis of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 
2 .Remove products of eombustion, poisonous gas or dust. 
1 Provide rubber mat or wood platform at switch-board, 

1 Guard motors, dynamos, exciters and transformers. 
10 Guard belting and pulleys. 

2 Guard cog, gear and frirtion wheels. 

3 Guard shafting, exclusive of set-screws, 

1 Guard sprocket and chain belt. 

2 Guard emery wheels. 

3 Guard saws. 

3 Guard fiy- or drive-wfieels. 

6 Guard set-screws, bolts, nuts and keys, 

1 Prohibit removal of guards, 

1 Orders concerning condition of guards, not elsewhere specified. 

2 Provide automatic gates or floor doors for elevators, hoists or eo 

1 Repair automatic gates or floor doors for elevators, hoists or conveyo: 

2 Case in or otherwise guard unused sides of shafts or openings 
elevators, hoists or conveyors, 

2 Guard elevator ledges. 

Protection from Fire. 
1 Screen open stoves. 
1 Provide fire-escape. 

1 Remove hose from gas stoves. 

Miscellaneous Orders. 

2 Orders, instructional. 

Glass Cutting, Staining and Ornamentcnc. 
{33 establishments inspected.) 

Children, Minors and Women. 
1 Discharge boys under 15, 
1 Secure school certificates for boys under 16. 

1 Discharge girls under 16, 

2 Secure school certificates for girls under 18. 

1 Stop employment of females over 18 more than 54 hours per week. 

Genera! Safely. 
1 Repair or renew floors. 

1 Provide, extend or repair handrails for stairways, . 
1 Repair, re-arrange or remi 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement 

Ventilation and Over-Crowding. 
3 Provide ventilation for water-closet or dressing-room, 

Sanilation,- Etc. 

3 Provide sanilary drinking fountain. 

4 Provide dressing-room for females, 

1 Provide or use disinfectant for water-closet. 

1 Build or extend water-closet partition or provide cover for to] 

1 Clean workroom. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
1 Guard engines, exclusive of fly-wheels. 
1 Guard belting and pulleys. 
1 Guard shafting, exclusive of set-screws. 
1 Guard fly- or drive-wheels. 
X Guard set-screws, bolts, nuts and keys. 

Protection from Fire. 
1 Provide fire-escape. 

1 Re-charge ii re -extinguisher. 

Miscellaneous Orders. 

2 Orders, instructional. 

Kaouk and Ground Earths, 
(17 establishments inspected.) 

General Safety. 

3 Provide, extend or repair guard-rail for floor opening ot platform. 

5 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. , 

1 Provide water-closet. 

Dangerous Machinery and Processes. 

2 Provide rubber mat or wood platforrrt at switch-board. 
1 Guard engines, exclusive of fly-wheels. 

1 Guard motors, dynamos, exciters and transformers. 

5 Guard belting and pulleys. 

1 Guard cog, gear and friction wheels, 

3 Guard shafting, exclusive of set-screws. 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 
Number of 
orders conlaining 
each specified Detailed Requirements of Orders Issued. 

requirement, 

1 Guard sprocket and chain belt. 

1 Guard emery wheels, 

4 Guard fly- or drive-wheels, 

. 7 Guard set-screws, bolts, nuts and keys. 

2 Orders concerning elevators, hoists and conveyors, not elsev 
specified. 

(8 establishments inspected.) 

Children, Minors and IVomea. 

1 Stop employment of boys 15 but under 16 before 7 A. M, or 
6 P. M. 

General Safety. 

2 Sepair or renew floors. 

5 Provide, extend or repair guard-rail for floor opening or platform 

3 Provide, extend or repair handrails for stairways. 
1 Repair stairway treads. 

Saailation, Etc. 
1 Provide additional water-closet facilities. 
1 Provide separate water-closets for each sex. 
1 Provide water-closet. 

Dangerous Machinery and Processes. 

1 Guard engines, exclusive of fly-wheels. 

4 Guard belting and pulleys. 

2 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
1 Guard sprocket and chain belt. 
1 Provide safety equipment for ladders. 
1 Guard planers, shapers, slotters, facers and jointers. 
1 Guard saws. 
1 Guard fly- or drive-wheels. 
4 Guard set-screws, bolts, nuts and keys. 

1 Orders concerning elevators, hoists and conveyors, not el sew 
specified. 

Marble and Stone Work. 
(81 establishments inspected.) 

General Safety. 

1 Cover floor openings. 

4 Make general structural repairs on building. 

2 Provide, extend or repair guard-rail for floor opening or platform. 
2 Provide, extend or repair handrails for stairways. 

4 Orders concerning general safety, not elsewhere specified. 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 
Number of 
orders containing 

each specified DelaiUd Requirements of Orders Issued, 

requirement. 

Sanitation, Etc. , 

2 Provide sanitary drinlrfng fountain. 

Provide additional water-closet facilities. 

Clean -water-closet. 

Build or extend water-closet partition or provide cover for top of 

Provide separate water-closets for each sex. 

Provide water-closet. 

Clean workroom. 

Remove refuse from workroom. 

Dangerous Machinery and Processes. 
Remove products of combustion, poisonous gas or dust. 
Provide respirators. 
Guard engines, exclusive of fly-wheels. 
Guard belting and pulleys. 
Guard cog, gear and frktion witeels. 
<juard shafting, exclusive of set-screws. 
Guard emery wheels. 

Guard planers, shapers, slotters, facers and jointers. 
Guard saws. 

Guard fly- or drive-wheels. 
Guard set-screws, bolts, nuts and keys. 
Prohibit removal of guards. 

Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 
Guard elevator ledges. 
Repair elevator, hoist or conveyor. 

Protection from- Fire. 
Prohibit obstruction of aisles, spaces, entrances or exits. 
Provide fire-extinguisher. 

PoiTEFY, Terra-Cotta and Fire-Clay Pboducts. 
(106 establishments inspected.) 

Children, Minors and Women. 

Keep and post register of children. 

Post child' and minor labor notices. 

Discharge boys under 15. 

Secure school certificates for boys under 16. 

Stop employment of boys 15 but under 16 more than 8 hours per day. 

Stop employment of boys 15 but under 16 more than 48 hours per week. 

Stop employment of boys 15 but under 18 before 7 A, M. or after 

6 P. M. 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Stop employment of boys 14 but under 18 more than ID hours per day. 

2 Stop employment of boys 16 but under 18 more than 54 hours per week. 
2 Stop employment of boys 16 but under 18 before 6 A. M. or after 

10 P. M. 
2 Stop employment of boys 16 but under 18 more than 6 days per week. 

11 Secure school certificates for girls under 18. 

8 Stop employment of girls 16 but under 18 more than 8 hours per day, 

6 Stop employment of girls 16 but under 18 more than 48 hours per week. 

2 Stop employment of girls 16 but under 18 before 7 A. M. or after 
6 P. M. 

1 Stop employment of girls 18 but under 21 n 

1 Stop employment of girl* IS but under 21 before 6 A. M. 

10 P. M. 
1 Stop employment of girls 18 but under 21 more than 6 days per week. 
1 Stop employment that requires constant standing of girls 18 but 

under 2L 
1 Stop employment of females over 18 more than 54 hours per week. 

4 Provide lunch-room and allow 30 minutes for lunch. 

5 Allow 1 hour for lunch where separate lunch-room is not provided. 
1 Provide seats for women. 

General Safety. 

7 Repair or renew floors. 

5 Provide, extend or repair guard-rail for floor opening or platform. 

6 Provide, extend or repair handrails for stairways. 
1 Repair, re-arrange or remove stairways. 

- Lighting. 

3 Provide light for water-closet. 

yenlilaliott and Over-Crowding. 
1 Alter or repair means of ventilation where systen> is not used, 

4 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

1 Provide sanitary drinking fountain. 

1 Clean or clear dressing-room. 

1 Provide screen or door for dressing-room. 
4 Provide dressing-roMn for females. 

8 Provide additional water-closet facilities. 
20 Clean water-closet, 

12 Provide or use (Ksinfectant for water-closet. 

2 Build or extend water-closet partition or provide cover for top of 

6 Repair or rebuild water-closet. 
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TABLE I — Continued. 
STONE, CLAY AND GLASS PRODUCTS— Continued. 
Number of 
orders eoHtaining 
each specified Detailed Requirenunlt of Orders Issued, 

requirement. 

1 Provide screen for water-closet. 

1 Provide separate water-closet for each sex. 

2 Discontinue use of outside closet and provide equivalent inside facilitiet. 
9 Clean workroom. 

2 Paint, paper or whitewash workroom. 
2 Remove refuse from workroom. 

Dangerous Machinery and Processes. 
h Remove products of combustion, poisonous gas or dust. 
2 Orders concerning dangerous processes, not elsewhere specified. 

1 Guard engines, exclusive of fly-wheels. 
II Guard beking andi pulleys. 

8 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
4 Guard mills and mixers. 

I Guard planers, shapers, slotlers, facers and jointers. 

1 Guard saws. 

2 Guard fly- or drive-wheels. 

31 Guard set-screws, bolts, nuts and keys. 

1 Prohibit removal of guards. 

2 Provide automatic gates or floor doors for elevators, lioists and con- 
veyors. 

3 Repair automatic gates or floor doors for elevators, lioists and conveyors, 
1 Case in unused sides of elevator car. 

Protection from Fire. 

1 Prohibit obstruction of aisles, spaces, entrances or exits. 

2 Provide fire-extinguisher. 

I Re-charge fire-extinguisher. 
1 Attach hose to standpipe. 

Miscellaneous Orders. 
10 Orders, instructional. 

1 Orders, miscellaneous, not elsewhere specified. 

Wall Plaster. 
(10 establishments inspected.) 

General Safety. 

9 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair oi- renew roof. 

3 Provide, extend or repair handrails for stairways. 
1 Repair stairway treads. 
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TABLK 1 — Continued. 
STONE, CLAY AND GLASS PRODUCTS — Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 

1 Guard engines, exclusive of fly-wheels. 
5 Guard behing and pulleys. 

4 Guard cog, gear and friction wheels. 
4 Guard sprocket and chain beh. 

2 Guard emery wheels. 

1 Guard fly- or drive-wheels. 
1 Guard set-screws, bolls, nuts and keys. 

1 £ase in or otherwise guard unused sides of shafts or openi 
elevators, hoists or conveyors. 

Miscellaneotts Orders. 
1 Orders, miscellaneous, not elsewhere specified. 

Stone, Ci^y and Glass Products, ^'ot Otherwise Classified. 
(37 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 
I Secure sdiool certificates for girls under 18. 
I Allow 1 hour for lunch where separate luncb-room is not provi 

General Safety. 

1 Repair or renew floors. 

2 Provide, extend or repair guard-rail for floor opening or platfor 
8 Provide, extend or repair hand-rails for stairways. 

Sanitation^ Etc. 
1 Provide sanitary drinking fountain. 

Dangerous Machinery and Processes. 

1 Guard engines, exclusive of fly-wheels. 

2 Guard motors, dynamos, exciters and transformers. 

3 Guard belting and pulleys. 

2 Guard cog, gear and friction wheels. 
2 Guard shafting, exclusive of set-screws. 

2 Guard fly- or drive-wheels. 

3 Guard set-screws, bolts, nuts and keys. 

1 Provide automatic gates or floor doors for elevators, hoists or coi 



Miscellaneous Orders. 
Orders, instructional. 
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TABLE I — Continued. 

TEXTILES. 
{M9 establishments inspected.) 
Number of 
orders coataining 
each specified Detailed Requirements of Orders Issued, 

requirement. 

AwNiNcs, Tents and Sails. 
(26 establishments inspected.) 

Children, Minors and Women. 

1 Post female labor notices. 

1 Stop employment of boys 16 but under 18 more than 54 hours per week. 

' 1 Provide lunch-room and allow 30 minutes for luncb. 

I Allow 1 hour tor lunch where separate lunch-room is not provided. 

General Safety. 

1 Provide, extend or repair guard-rail tor floor opening or platform, 
5 Provide, extend or repair handrails for stairways. 

Ventilation and Over-Crowding. 

2 Alter or repair means of ventilation where system is not used. 

Sanitation, Etc. 

1 Provide sanitary drinking fountain. 

1 Extend dressing-room partition or provide cover tor top of dressing- 

1 Provide dressing-room for females. 

2 Provide adjacent dressing-room and water-closet. 

1 Provide lunch-room, other than that reserved for females, 

1 Provide or tise disinfectant for water-closet. 

1 Provide door for water-closet. 

1 Build or extend water-closet partition or provide cover for top of 

2 Repair or rebuild wSter-closet. 

5 Provide separate water-closet for each sex. 
1 Place signs designating water-closets. 
1 Provide lattice floor in workroom. 

Dangerous Machinery and Processes. 

1 Guard belting and pulleys. 

1 Guard shafting, exclusive of set-screws. 

1 Guard emery wheels, 

2 Provide skirt-faoards. 

1 Provide automatic gates or floor doors for elevators, hoists or conveyors. 
1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Case in unused sides of elevator car. 
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Numbtr of 

orders containing 

each specified 

requirement. 



TABLE I — Continued. 
TEXTILES — Continued. 



Detailed Requirements of Ordtrs Issued. 



Protection fro 
Paint fire-escape. 
Provide fire-escape. 
Provide fife- extinguisher. 
Remove hose from gas stoves. 



Miscellaneous Orders. 



Orders, instructional. 



Bags, Other Than Paper. 

(9 establishments inspected.) 



Children, Minors and Women. 



Keep and post register of children. 

Post child and minor labor notices. 

Post female labor notices. 

Allow 1 hour for lunch where separate lunch-room is ti 

General Safety. 



Sanitation, Etc. 
Clean or clear dressing-room. 
Provide dressing-room for females. 
Clean water-closet. 
Provide separate water-tlosets for each sex. 



Dangerous Macbinnry and Processes. 
Provide rubber mat or wood platform at swttch-board. 
Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard sprocket and chain belt. 
Guard saws. 
Guard set-screws, bolts, nuts and keys. 



Protection from Fire. 



1 Paint fire-escape. 



Miscellaneous Orders. 



1 Orders, instructional. 
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TABLE I — Continued. 

TEXTJLES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Clothing, Men's — Buttonholes, 
■ ' ■ (10 establishments inspected.) 

Children, Minors and Women, 
1 Post female labor notices. 

1 Secure school certificates for girls under 18. 

2 Allow 1 hour for lunch where separate lunch-room is not provided. 

Sanitation, Etc. 
I Provide dressing-room for females. 
1 Provide or use disinfectant for water-closet. 

1 Clean workroom. 

Dangerous Machinery and Processes, 

2 Guard belting and pulleys. 

6 Guard shafting, exclusive of set-screws. 

Miscellaneous Orders. 
1 Orders, instructional. 

Clothing, Men's, Including Shirts. 
(230 establishments inspected.) 

Children, Minors and Wonten. 
IS Keep and post register of children, 
12 Post child and minor labor notices. 

19 Post female labor notices. 

1 Secure school certificates for boys under 16. 

2 Stop employment of boys 15 but under 16 more than 8 hours pep day. 
1 Stop employment of boys 15 but under 16 more than 48 hours per week, 

1 Stop employment of boys 15 but under 16 before 7 A. M. or after 
6 P. M. 

3 Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 

3 Stop employment of boys 16 but under 18 more than 6 days per week. 

2 Discharge girls under 16. 

20 Secure school certificates for girls under 18. 

8 Stop employment of girls 16 but under 18 more than 8 hours per day. 
6 Stop employment of girls 16 but under 18 more than 48 hours per week. 
2 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M.' 
1 Stop employment of girls 16 hut under 18 more than 6 days per week. 
1 Stop employment of girls 18 but under 21 before 6 A. M. or after 

10 P. M. 
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TABLE I — Continued. 
TEXTILES — Continued. 
Number of 
ordtrs coniaining 
each specified Detailed Requiremenls of Orders Issued. 

requirement. 

1 Stop employment of gjrb 18 but under 21 more than 8 days per vreek. 

1 Stop employment of cbiklren under 16 at dangerous machinery, where 

health may be injured or morals depraved, or in the tobacco trades. 

1 Stop employment of females over 18 more riian 10 hours per day. 

1 Stop employment of females over 18 more dun 64 hours per week. 

4 Provide lunch-room and allow 30 minutes for lundi. 

1 Allow 1 hour for lunch, pending completion of luDch room. 

14 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 
1 Repair or renew floors. 

4 Provide, extend or repair handrails for stairways. 
1 Repair, re-arrange or remove stairways. 

Lighting. 

1 Provide light for water-closet. 

3 Provide ligM for workroom. 

Ventilation and Over-Crowding. 

2 Provide ventilation where system is not used. 

5 Alter or repair means of ventilation where system is not used. 
I Provide ventilation for water-closet or dressing-room. 

Heating, 
1 Alter or repair means of heating where system is not used. 

Sanitation, Etc. 

13 Provide sanitary drinking fountain. 

1 Provide individual drinking cups. 

10 Clean or clear dressing-room, 

7 Provide dressing-room for females. 

1 Provide dressing-room. 

2 Clean halls or stairs. 

1 Paint or whitewash halls or stairs. 

4 Provide lunch-room, other than that reserved for females. 

2 Provide additional water-closet facilities. 
9 Clean water-closet. 

2 Provide or use disinfectant for water-closet. 

1 Provide lock and key for door of women's water-closet. 

3 Repair or rebuild water-closet. 

1 Provide screen for water-closet. 

6 Provide separate water-ciosets for each sex. 
3 Place signs designating water-ciosets. 

1 Provide water-closet. 
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Number of 

orders containing 

each specified 

requirement. 



TABLE I — Continued. 

TEXTILES— Continued. 



Detailed Requirements of Orders Issued. 



Orders concerning water-closets, not elsewhere spocified. 

Clean workroom. 

Paint, paper or whitewash workroom. 

Repair plaster of workroom. 

Orders concerning workrooms, not elsewhere specified. 

Dangerous Machinery and Processes. 

Provide blower system or exhaust fans. 

Provide rubber mat or wood platform at switch-board. 

Guard belting and pulleys. 

Guard cog, gear and friction wheels. 

Guard shafting, exclusive of set-screws. 

Guard set-screws, bolts, nuts and .keys. 

Provide skirt-boards. 

Case in unused sides of elevator car. 



Protection from Fire. 
Keep doors and windows unlocked during working hours. 
Close window openings. 
Provide panic-proof hardware. 
Swing exit doors outward. 
Alter or repair doors or windows. 
Provide new ground floor exits. 
Provide new 

Provide access 



fire-escapes, for upper floors, galleries or bal- 
fire-escape by structural change. 



Clear hallway t 

Clear passage to Are-escape, exclusive of hall. 

Remove obstruction on fire-escape. 

Paint fire-escape. 

Provide fire-escape. 

Alter or repair .fire-escape. 

Orders concerning fire-escapes, not elsewhere specified. 

Orders concerning electric wiring. 

Provide fire-extinpiisher. 

Remove rubbish. 

Remove combustibles. 

Remove hose from gas stoves. 

Install standpipe and hose. 

Provide water and pails. 

Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
Orders, instructional 
Orders, miscellaneous, not elsewhere specified. 
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TABLE I — Continued. 

TEXTILES — Continued. 
Number of 
order* cotttaining 
each specified Detailed Requirements of Orders Issutd. 



requirement. 



Clothing, Women's. 

(165 establishments inspected.) 



Children, Minors and Women. 
Keep and, post register of children. 
Post child and minor labor notices. 
Post female labor notices. 
Secure school certificates for boys under 16. 
Discharge girls under 16. 

Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 more than 8 hours per day. 
Stop employment of girls 16 but under 18 more than 48 hours per week. 
Provide lunch-room and allow 30 minutes for lunch. 
Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 
Provide, extend or repair guard-rail for floor opening or platform. 
Repair or renew roof. 
Provide, extend or repair handrails for stairways. 

Lighting. 
Provide light for water-closet. 

Ventilation and Over-Crowding. 
Provide ventilation where system is not used. 
Provide ventilation for water-closet or dressing-rown. 

Sanitation, Etc. 
Clean air-shafis, cellars or yards. 
Provide saniiary drinking fountain. 
Clean or clear dressing-room. 
Provide screen or door for dressing-room. 
Provide dressing-room for females. 
Provide adjacent dressing-room and water-closet. 
Provide dressing-room. 

Orders concerning dressing-rooms, not elsewhere specified. 
Clean halls or stairs. 

Provide lunch-room, other than that reserved for females. 
Clean lunch -room. 

Orders concerning lunch-rooms, not elsewhere specified. 
Qean wa»h-room. 

Provide sink or water in wash-room. 
Provide wash-room or washing facilities. 
Provide additional water-closet facilities. 
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TABLE I — Continued. 

TEXTILES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

S Clean water-doseL 

3 Provide or use disinfectant for water-closet 

I 1 Provide lock and key for door of women's water-doset. 

S Build or extend water-closet partition or provide cover for top of 

tf Provide separate water-closets for each sex. 

2 Place signs designating water-closets. 

2 Provide water-closet. 

10 Clean workroom, ■ 

1 Repair plaster of workroom. 

2 Remove refuse from workroom. 

Dangerous Machinery and Processes. 
9 Guard belting and pulleys. 
1 Guard cog, gear and friction wheels. 
15 Guard shafting, exclusive of set-screws. 
5 Provide skirt-boards. 

Protection from Fire. 

3 Keep doors and windows unlocked during working hours. 
1 Swing screened hinged sasfa outward. 

1 Alter or repair doors or windows. 

8 Clear passage to fire-escape, exclusive of hall. 
3 -Remove obstructions on fire-escape. 

2 Paint (ire-esc^e. 

1 Provide fire-escape. 

1 Provide fire-extinguisher, 

1 Remove combustibles. 

Miscellaneous Orders. 

9 Orders, instructional. 



CurTHiNG, Not Otbekwise Classified. 
(77 establishments inspected.) 

Children, Minors and Women. 
Keep and post register of children. 
Post child and minor labor notices. 
Secure school certificates for boys under 16. 

Stop employment of boys 15 but under 16 more than 8 hours per day. 
Stop employment of boys 15 but under 16 more than 48 hours per week. 
Stop employment of boys 15 but under 16 before 7 A. M, or after 
6 P.M. 
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TABLE I — Continued. 
TEXTILES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

I Stop employment of boys lo but under 16 more than 6 days per week. 

1 Stop anploymeiit of boys IS but under 18 more than 10 hours per day. 

I Stop employment of boys 16 but under 18 more than 54 hours per week. 

5 Secure school certificates for girls under 18. 

1 Stop emplo^nent of girls 16 bu,t under IS more than 8 tiours per day. 

1 Stop employment of girls 16 but under 18 more than 48 hours per week. 

1 Stop employment that requires constant standing of girls 16 but under 18. 

1 Stop employment of girls IS but under 21 more than 10 hours per day. 

1 Stop employment of girls 18 but under 21 more than 54 boars per week. 

2 Stop employment that requires constant standing of girls 18 but under 21. 
1 Orders concerning girls 18 but under 21, not elsewhere specified. 

1 Stop employment of females over 18 more than 54 hours per week. 

1 Provide lunch-room and allow 30 minutes for lunch. 

1 Allow 1 hour for lunch where separate lunch-room is not provided.. 

1 Orders concerning women, not elsewhere specified. 

General Safely. 
1 Provide, extend or repair guard-rail for floor opening or platform. 
4 Provide, extend or repair handrails for stairways. 

Ventilation and Over'Croviding. 

1 Alter or repair ventilation system. 

2 Alter or repair means of ventilation where system is not used. . 
1 Provide ventilation for water-closet or dressing-room. 

Heating. 
1 Provide means of heating where system is not used. 

Sanitation, Etc. 

4 Provide sanitary drinking fountain. . 

1 Provide dressing-room for females. 

1 Provide dressing-room. 

1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Provide lunch-room, other than that reserved for females. 

1 Provide additional water-closet facilities, 

1 Repair or rebuild water-closet. 

1 Provide water-closet. 

2 Clean workroom. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

3 Guard belling and pulleys. 

2 Guard cog, gear and friction wheals. 

3 Guard shafting, exclusive of set-screws- 
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TABLE I — Continued, 

TEXTILES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

1 Provide guards for machinery, not elsewhere specified. 

2 Provide skirt-boards. 

1 Prohibit removal of gi:ards. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specilied. 

Protection from Fire. 
1 Cover furnaces or fuel rooms. 

1 Remove doors. 

2 Swing exit doors outward. 

1 Alter or repair doors or windows. 

2 Provide new exits, not fire-escapes, for upper floors, galleries or bal- 

2 Provide access to fire-escape by structural change. 

3 Clear passage to fire-escape, exclusive of hall. 

2 Provide fire-escape. 

3 Provide fire-extinguisher. 

1 Re-charge fire-extinguisher. 

1 Remove hose from gas stoves. 

1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
1 Orders, instructional. 

Cotton Goods and Cotton Small Wares. 
(25 establishments inspected.) 

Children. Minors and Women. 
1 Keep and post register of children. 
1 Post child and minor labor notices. 
I Post female labor notices, 

I Stop employment of females over 18 more than 54 hours per week. 
1 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safely. 
1 Repair or renew floors, 
1 Provide, extend or repair guard-rail for floor opening or platform. 

1 Provide, extend or repair handrails for stairways. 
, 1 Repair, re-arrange or remove stairways. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 

1 Provide screen or door for dressing-room. 

1 Provide dressing-room for females, 

1 Orders concerning dressing-rooms, not elsewhere specified. 



Digitized byGoOt^lC 



TABLE I — Continued. 
TEXTILES — Continued. 
Nuptbtr of 
ordtrt eontaininff 
taeh specified Detailed Requirtments of Orders Issued, 

rt^uirtmtnt. 

1 Repair or rebuild water-closet 

5 Qean workroom. 

1 Paint, paper or' whitewash worlcroom. 

Dangerous Machinery and Processes. 

6 Kjuard belting and pulleys. 

2 Guard cog, gear and friction wheels. 
1 Guard fly- or drive-wtieels. 

1 Guard set-screws, bolts, nuts and keys. 
1 Provide skirt-boards. 

Protection from Fire. 
1 Provide fire-extinguisher. i 

Misceilaiteous Orders. 

1 Orders, instructional. 

Flags, Banners and Ehbi.ems. 
(19 establishments inspected.) 

Children, Minors and Women. 

2 Keep and post register of children. 

3 Post child and minor labor notices. 

1 Secure school certificates fo^ girls under J8. 

2 Stop employment of girls 16 but under 18 more than 8 hours per day. 

2 Stop employment of girls 16 but under 18 more than 48 hours per week. 

General Safety. 

3 Provide, extend or repair handrails for stairways. 

Ventilation and Over-Crowding. 
. 2 Provide ventilation where system is not used. 

Sanitation, Etc. 
5 Provide sanitary drinking-fountain. 
1 Clean or clear dressing-room. 
1 Repair or rebuild water-closet. 
1 Provide separate waier-closets for each sex. 

1 Orders concerning water-closets, not elsewhere specified. 

Dangerous Machinery and Processes. 
3 Provide rubber mat or wood platform at switch-board. 

2 Guard motors, dynamos, exciters and transformers. 
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TABLE I — Continued. 
TEXTILES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

2 Guard belling and pulleys. 

3 Guard cog, gear and friction wheels. 

I Guard planers, shapers, slotlers, facers and jointers. 

1 Guard fly- or drive-wheels. 

2 Provide skirt-boards. 

1 Guard elevator ledges. 

Protection from Fire. 
1 Provide standard Are-proof doors. 

1 Provide metal frame and sash and wire glass windows. 

2 Clear passage to fire-escape, exclusive of hall. 

3 Paint fire-escape. 

5 Provide fire-escape. 

I Provide fire-extinguisher. 

1 Remove rubbish. 

1 Remove combustibles. 

1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 

2 Orders, instructional. 

Furnishing Goods, Mbn's. 
(21 establishments inspected.) 

Children, Minors and Women. 
1 Secure school certificates for girls under 18. 
ES Provide lunch-room and allow 30 minutes for lunch. 

3 Allow 1 hour foe' hunch where separate lunch-rotnn is not provided. 

Ventilation and Over-Crowding. 
1 Alter or repair means of ventilation where system is not used. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Provide dressing-room for females. 
1 Provide additional water-closet facilities. 

1 Oean water-closet. 

2 Provide separate water-closets for each sex. 

1 Place, signs designating water-closets. 

Dangerous Machinery and Processes. 

2 Guard belting and pulleys. 

2 Guard shafting, exclusive of set-screws. 

1 . Guard stamping, shearing and punching machines. 
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each specified 

requirement. 



TABLE I — Continued. 

TEXTILES — Continued. 



Detailed Requirements of Orders Issued. 
Protection from Fire. 



Provida new exits, : 

conies. 

Provide fire-escape. 



t fire-escapes, for upper floors, galleries or bal- 



Misceltaneous Orders. 



Orders, instructional. 

Hats, Men's and Boys'. 
(32 establishments inspected.) 

Children, Minors and IVomen. 
Keep and post register of children. 
Post diild and minor labor notices. 
Post female labor notices. 
Secure school certificates for girls under 18, 

Stop employment of girls IQ but under 13 more than 8 hours per day. 
Stop employment of girls 16 but under 18 more than *8 hours per week. 
Stop empli^yment of females over IS more than 54 hours per week. 
Allow 1 hour for lunch where separate lurch-room is not provided. 



General Safely. 



1 Repair or renew floors. 



1 and Oz:cr-Crowding. 



Alter or repair means of ventilation where system ii 
Provide ventilation for water-closet or dressinB-ro( 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Clean or clear dressing-room. 
Provide dressing-room for females. 
Clean water-closet. 
Provide door for wa.ter-closet. 
Repair or rebuild water-closet. 
Provide separate water-closets for each sex. 
Clean workroom. 

Paint, paper or whitewash workroom. 
Remove refuse from workroom. 

Dangerons Machinery and Processes. 
Guard belting and pulleys. 
Guard shafting, exclusive of set-screws. 
Provide skirt- boards. 
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Number of 

orders containing- 

each specified 

requirement. 



TABLE I — Continued. 

TEXTILES — Continued. 



Detailed Requirements of Orders Issued. 
Protection from Fire, 



Clear hallway to exits. 

Clear passage to fire-escape, exclusive of hall. 

Paint fire-escape. 

Provide fire-escape. 

Provide fire-extinguisher. 



Miscellaneous Orders. 



i hours per day. 
e than 4B yours per week, 
r after 6 



Orders, instructional. 

Home Workshops. 

(79 establishments inspected.) 

Children, Minors and IVomen. 
Post child and minor labor. notices. 
Post female labor notices. 
Discharge girls under 16. 
Stop employment of girls 16 but under 18 n 
Stop employment of girls 16 but under 18 m 
Stop employment of girls 16 but under 18 before 7 A. M. 
P. M. 

Stop employment of girls 18 .but under 21 more than 10 hours per day. ' 
Stop employment of girls 18 but under 21 more than 54 hours per week. 
Stop employment of girls 18 but under 21 before 6 A. M. or after 10 
P. M. 

Stop employment of girls 18 but under 21 more than 6 days per week. 
Stop employment of children under 16 at dangerous machinery, where 
health may be injured or morals depraved, or in the tobacco trades. 
Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 18 more than 64 hours per week. 

General Safety. 
Abandon building until required changes are completed. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide individual drinking cups. 
Clean or clear dressing-room. 
Provide or repair plumbing. 
Clean waler-closet. 

Provide separate water-closets for each sex. 
Provide water-closet. 
Clean workroom. 

Prohibit living or sleeping in workroom. 
Paint, paper or whitewash workroom. 
Provide clean or repair plumbing or sinks of woricroom. 
Remove refuse from workroom. 
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TABLE I — Continued. 
TEXTILES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement 

Dangerous Machinery and Processes. 
1 Remove products of combustion, poisonous gas or dust. 
1 Guard belting and pulleys. 
10 Guard shafting, exclusive of set-screws. 

Protection from Fire. 

1 Provide ftre-extinguisher. 

Miscellaneous Orders. 
5 Orders, instructional. 

HosiERv AND Knit Goods. 
(49 establishments ins()ected.) 

Children, Minors and tVomen. 

4 Keep and post register of children. 

5 Post child and minor labor notices. 

4 Post female labor notices. 

2 Secure school certificates for boys under 16. 

1 Stop employment of boys 16 but under 18 more than 10 hours per day. 

2 Stop employment of boys 16 but under 18 more than 54 hours per week. 

1 Stop employment of boys 16 but under IS before 6 A, M. or after 10 
P. M. 

2 Stop employment of boys 16 but under 18 more than 6 days per week. 
1 Discharge girls under 16. 

5 Secure school certificates for girls under 18. 

S Stop empioj-ment of girls 16 but under 18 more than 8 hours per day. 

3 Stop employment of girls 16 but under 18 more than 48 hours per week. 
3 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 
1 Stop employment that requires constant standing of girls 18 but 
undec 21. 

1 Stop employment of females over 18 more than 10 hours per day. 

2 Stop employment of females over 18 more than 54 hours per week. 
9 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 
1 Repair or renew floors. 
I Provide, extend or repair guard-rail for floor opening or' platform, 

1 Orders concerning minor repairs, not elsewhere specified. 

2 Provide, extend or repair handrails for stairways. 

1 Orders concerning stairways, not elsewhere specified. 
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Number of 

orders containing 

each specified 

requirement. 



TABLE I —- Continued. 
TEXTILES — Continued. 



Detailed Requirements of Orders Issued. 



Provide Wgtit for i 



Lighting. 



VentUation and Over-Crowding. 
Provide veirtilation for water-closet or dressing-ri 

Sanitation, Etc. 

Provide sanitary drinking fountain. 
Provide dressing-room for females. 
Provide door for water-closet. 
Repair or rebuild water-closet. 
Clean workroom. 
Paint, paper or wrliitewash workroom. 



Dangerous Machinery and Processes. 

Provide rubber mat or wood platform at switch-board. 

Guard motors, dynamos, exciters and transformers. 

Guard belting and pulleys. 

Guard cog, gear and friction wheels. 

Guard shafting, exclusive of set-screws. 

Guard sprocket and chain belt. 

Guard emery wheels. 

Guard rolls and calenders. 

Provide guards for machinery, not elsewhere specified. 

Guard set-screws, bolls, nuts and keys. 

Provide skirt-boards. 

Orders concerning condition of guards, not elsewhere specified. 



Protection from Fire. 

ProhiWt obstruction of aisles, spaces, entrances or exits. 
Swing exit doors outward. 

Provide access to fire-escape by structural change. 
Clear passage to fire-escape, exclusive of hall. 
Re-charge fire-extinguisher. 



Miscellaneous Orders. 
Orders, instructional. 
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TABLE I — Continued. 

TEXTILES — Continued. 
Number of 
ordert containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

MlLUNEEY. 

(46 establishments inspected.) 

Children, Minors and Wom^n. 
I Keep and post register of children. 
3 Post child and minor labor notices. 
1 Post female labor notices. 

1 Secure school certificates for boys under 16. 

2 Secure school certificates for girls under 18. 

1 Stop employment of girls 16 bitt under 18 more than 8 hours per day. 

1 Stop employment of girls 16 but under 18 more than 4S hours per week. 

1 Stop employment of girls 18 but under 21 more than hi hours per week. 

1 Stop employment of females over 18 nwre than 54 hours per week. 

2 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 

1 Make general structural repairs on building. 

2 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

1 Provide sanitary drinking fountain. 

1 Provide dressing-room for females. 

1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Paint or whitewash halls or stairs. 

1 Clean wash-room. 

2 Provide additional water-closet facilities. 

3 Qean water-closet. 

I Repair or rebuild water-closet. 

1 Provide separate water-closets for each sex. 

1 Clean workroom. 

1 Paint, paper or whitewash workroom. 

1 Remove refuse from workroom. 

Dangerous Machinery and Processes. 
1 Guard engines, exclusive of fly-wheels. 
I Guard motors, dynamos, exciters and transformers. 
1 Guard belting and pulleys. 
3 Guard shafting, exclusive of sei-screws. 

Protection from Fire, 
1 Cover furnaces or fuel rooms, 

1 Provide new exits, not tire-escapes, for upper floors, galleries or bal- 
conies, 
3 Ocar passage to tire-escape, exclusive of hall. 
3 Provide fire-escape. 



.dbyGoot^lc 



'' TABLE I — Continued. 

TEXTILES — Continued. 
Number of 
Jrdert containing' 
each speeified Detailed Requirement of Orders Isswd. 

requirement. 

Miscellaneous Orders. 

t elsewhere specified. 

Tailoring and Dkessuaking. 
(110 esublistiments inspected.) 

Children, Minors and Women. 

2 Keep and post register of children. 
1 Post child and miaor labor notices. 

3 Post female labor notices. 
1 Discharge girls under 16. 

4 Secure school certificates for girls under 18. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 
1 Stop employment of girls 15 but under 18 more than 48 hours per week, 
1 Stop employment of girls 18 but under 21 before 6 A. M. or after 
10 P. M. 

1 Stop employment of girls 18 but under 21 more than 6 days per week, 

2 Stop employment of females over 18 more than 54 hours per week. 

General Safety. 
1 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 

1 Qean atr-^afts, cellars or yards. 

1 Provide individual drinking cups. 

1 Provide dressing-room for females. 

2 Repair or rebuild water-closet. 

2 Provide separate water-closets for each sex.' 

1 Place signs designating water-closets. 

2 Provide water-closet. 
6 Clean workroom. 

1 Paint, paper or whitewash workroom. 
1 Repair plaster of workroom, 

3 Remove refuse from workroom. 

Dangerous Machinery and Processes. 
1 Provide blower system or exhaust fans. 

Protection from Fire. 

1 Close window openings. 

2 Clear passage to fire-escape, exclusive of hall. 
2 Provide fire-escape. 

1 Provide fire-extinguisher. 
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TABLE I — Continued. 
TEXTILES — Continued. 
Number of 

orders coniaining 
each specified , Detailed Requirements of Orders Issued, 

requirement. 

Miscellaneous Orders. 
9 Orders, instructional. 

WoM^N AND Worsted Goods. 
(22 establishments inspected.) 



Children, Minors and Women. 

Keep and post register of children. 
Post child and' minor labor notices. 
Pon female labor notices. 
Discharge boys under 15. 

Stop employment of boys 15 but under 18 more than 48 hours per week. 
Stop employment of boys 16 but under 15 before 7 A. M. or after 
. 6 P. M. 
Stop employment of boys 16 but under 18 more than 10 hours per day. 
Stop employment of boys 16 but under IS more than 54 hours per week. 
Stop enqiloyment of boys 16 but under 18 more than 6 days per week. 
Discharge girls under 16. 
Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 more than 6 hours per day. 
Stop employment of girls 16 but under 18 more than 48 hours per week. 
Stop employment of girls 16 but under 18 before 7 A. M. or after 6 
P. M. 

Stop employment that requires constant standing of girls 16 but under 18. 
Stop employment of girls 18 but under 21 more than 10 hours per day. 
Stop employment of girls 18 but under 21 more than 54 hours per week. 
Stop employment of girls 18 but under 21 more than 6 days per week. 
Stop employment that requires constant standing of girls 18 but under 
21. 

Stop wnployment of children under 16 at dangerous machinery, where 
health may be injured or morals depraved, or in the tobacco trades. 
Provide lunch-room and allow 30 minutes for lunch. 
Allow 1 hour for lunch where separate lunch-room is not provided. 
Provide seats for women. 



1 Repair or renew floors. 

J Provide, extend or repair handrails for stairways. 



Ventilation and Over-Crowding, 
Provide ventilation for water-closet or dressing-n 
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TABLE I — Continued. 
TEXTI LES — Continued. 
Number of 
orders containing i 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanitation, Etc. 
2 Provide sanitary drinking fountain. 
2 Provide dressing-room for females. 

1 Provide sink or water in dressing-room. . 

2 Provide dressing-room. 

1 Provide or repair drainage or spouting. 
1 Clean water-doseL 

1 Provide water-close L 

Dangerous Machinery and Processes. 

2 Provide rubber mat or wood platform at switch-board. 
7 Guard belting and pulleys. 

5 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 
1 Guard sprocket and chain belt 

3 Guard emery wheels. 

1 Guard spinning machines. 

1 Guard wood-working maclnnery, not elsewhere specified, 

2 Guard fly- or drive-wheers. 

5 Guard set-screws, bolts, nuts and keys. 
1 Guard elevator ledges. 

Protection front Fire. 

1 Provide fire-escape. 

Miscellaneous Orders. 

2 Orders, Instructional. 

Textiles, Not Otherwise Classified. 
(29 establishments inspected.) 

Children, Minors and Women, 

1 Post child and minor labor notices. 

2 Post female labor notices. 

1 Stop en^Ioyment of boys 16 but under 18 more than 10 hours per day. 
1 Stop employment of boys 16 but under 18 more than 54 hours per week. 
1 Stop employment that requires constant standing of girls 18 but under 21. 
1 Stop employment of children under 16 at dangerous machinery, where 

health may be injured or morals depraved, or in the tobacco trades. 
1 Provide seals for women. 
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TABLE I — Continued. 
TEXTILES — Concluded. 

Number of 
orders contaittitiff 
each specified DtlaiUd Requtremenis of Orders Issued. 

Requirement. 

General Safety. 
3 Repair or renew floors. 
1 Cover floor openings. 

1 Make general structural repairs on building. 
1 Provide, extend or repair guard-rail for floor opening or platform. 
3 Provide, extend or repair handrails for stairways. 

Heating. 
1 Provide means of heating where system is not used. 

Sanitation, Etc. 
6 Provide sanitary drinking fountain. 

3 Provide dressing-room for females. 

1 Provide sink or water in dressing-room. 

2 Pruvide adjacent dressing-room and water-closet. 
1 Provide or use disinfectant for water-closet. 

1 Provide separate water-closets for each sex. 

2 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
2 j<emove products of conrbustion, poisonous gas or dust. 

1 Provide rubber mat or wood platform at switch-board. 
11 Guard belting and pulleys. 

10 Guard cog, gear and friction wheels. 

4 Guard shafting, exclusive of set-screws. 

2 Guard sprocket and chain belt. 

1 Guard boring, drilling and reaming machines. 

3 Guard emery wheels. 

2 Provide guards for machinery, not elsewhere specified. 
2 Guard fly- or drive-wheels. 

2 <juard set-screws, bolts, nuts and keys. 
1 Keep guards in good order. 

1 Provide automatic gates or floor doors for elevators, hoists or conveyors. 
1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

protection from Fire. 
1 Provide fire-escape. 

Miscellaneous Orders. 
I Orders, instructional. 



TABLE I — Continued. 
TOBACCO MANUFACTURES. 

(324 establishments inspected.) 
Number of ■ 
orders containing 
each specified Detailed Requirements of Orders hsued. 

requirement. 

Chewing and Smoking Tobacco. 
(8 establishmenls inspected.) 

Children, Minors and Women. 

1 Stop employment of boys 16 but under 18 more than 54 hours per week, 
1 Secure school certificates for girls under IS. 

Generic Safety. 

1 Repair or renew floors. 

Ventilation and Over-Crowding. 

2 Provide ventilation for waCer>closet or dressing-room. 

Heating. 

1 Alter or repair heating system. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 

2 Orders concerning dressing-rooms, not elsewhere specified. 

1 Provide door for water-closet. 

2 Build or extend water-closet partition or provide cover for top of water- 

1 Place signs designating water-closets. 

Dangerous Machinery and Processes. 
1 Guard belting and pulleys. 
1 Guard cog, gear and friction wheels. 
1 Guard set-screws, bolts, nuts and keys. 
1 Case in or otherwise guard unused sides of shafts or openings. 

CJOAKS and ClGARETFES. 

(223 establishments inspected.) 

Children, Minors and Women. 

8 Keep and post register of children. 
6 Post child and minor labor notices. 
4 Post female labor notices. 

1 Discharge girls under 16. 

9 Secure school certificates for girls under 18. ' 



Digitized byGoOt^lC 



TABLE I — Continued. 
TOBACCO MANUFACTURES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

4 Stop employment of girls IS but under 18 more than 8 hours per <]ay. 
4 Stop employment of girls 16 tiut under 18 more than 48 hours per week. 
2 Stop employment of girls IS but under 18 before 7 A. M. or after 6 

P. M. 
1 Stop employment that 'requires constant standing of girls IS but tmder 21. 
1 Stop employment of children under 16 at dangerous machinery, where 

health may be injured or morals depraved, or in the tobacco trades. 
1 Slc^ employment of females over 18 more than 54 hours per week. 

General Safety. 

4 Repair or renew floors. 

1 Proyide, extend or repair guard-rail for floor opening or platform. 

II Provide, extend or repair handrails for stairways. 

1 Remove obstacles from stairways. 

1 Repair, re-arrange or remove stairways. 

1 Repair stairway treads, 

1 Orders concerning stairways, not elsewhere specified. 

Lighting. 

2 Provide light for water-closet. 

yenlilation and Over-Crowding. 

3 Provide ventilation where system is not used. 

1 AkeV or repair means of ventilation where system is not nsed. 
3 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

1 Clean air-shafts, cellars or yards. 

10 Provide sanitary drinking fountain. 

3 Clean or clear dreSsing-room. 

10 Provide dressing-room for females, 

1 Provide adjacent dressing-room and water-closet. 

1 Paint or whitewash halU or stairs. 

1 Provide lunch-room, other than that reserved for females. 

7 Provide additional water-closet facilities. 

8 a can water-closet. 

3 Provide or use disinfectant for water-closet, 

2 Provide door for water-closet. 

1 Provide lock and key for door of women's water-closet. 
1 Build or extend water-closet partition or provide cover for top Of water- 
closet. 
1 Repair or rebuild water-closet, 
7 Provide separate water-closets for each sex. 

4 Place signs designating water-dosets. 
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TABLE I — Continued. 
TOBACCO MANUFACTURES — Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Discontinue use of outside closet and provide equivalent inside facilities. 
3 Provide water-closet. 

2 Clean workroom. 

7 Paint, paper or whitewash workroom. 

1 Remove refuse from workroom. 

Dangerous Machinery and Processes. 

2 Guard motors, dynamos, exciters and transfonners. 
2 Guard belting and pulleys. 

1 Guard shaftins, exclusive of set-screws. 
1 Guard saws. 

1 Provide automatic gates or floor doors for elevators, hoists or conveyors. 

2 Case in or otherwise guard untised sides of shafts or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 
1 Cover furnaces or fuel rooms, 

1 Keep doors and windows unlocked during working hours. 
1 Provide panic-proof hardware. 

1 Swing screened hinged sash outward. 

3 Swing exit doors outward. 

2 Provide new exits, not fire-escapes, for upper floors, galleries or bal- 
conies. 

' 2 Place signs or lights over exits. 

1- Provide access to fire-escape by structural change. 

2 Provide slide-ladder or suspended stairway. 

2 Clear passage to fire-escape, exclusive of hall. 
1 Remove obstruction on fire-escape. 

3 Paint fire-escape. 

S Provide fire-estape. 

1 Alter or repair fire-escape, 

7 Provide fire-extinguisher. 

3 Re-charge fire-extinguisher. 

1 Remove hose from gas stoves. 

Miscellaneous Orders. 
5 Orders, instructional. 

Handleks. 
(93 establishments inspected.) 

Children, Minors and Women. 
1 Keep and post register of children. 
ft Post child and minor labor notices. 
1 Post female labor notices. 
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TABLE I — Continued. 
TOBAOCO MANUFACTURES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement 

1 Stop employment of boys 16 but under 18 more than 54 hours per wedc. 

1 Stop employment of boys 16 but under 18 before 6 A. M. or after 10 
P. M. 

7 ' Secure school certificates for girls under 18. 

2 Stop employment of girls 16 but under 18 more than 8 hours per day. 

2 Stop employment of girls 16 but under 18 more than 48 hours per week. 

3 Stop employment of girls 16 but under 18 before 7 A. M. or after 6 
P. M. 

I Stop employment of females over 18 more than 10 hours per day. 

1 Stop employment of females over 18 more than 54 hours per week. 

1 Provide lunch-room and allow 30 minutes for lunch. 

1 Provide seats for women. 

General Safety. 
1 Abandon part of building permanently. 

4 Repair or renew floors. 

1 Make general structural repairs on building. 

1 Provide, extend or repair guard-rail for floor opening or platform. 

2 Provide, extend or repair handrails for stairways. 

yetitilation and Over-Crowding. 
1 Alter or repair means of ventilation where system is not used. 

Sanitation, Etc. 
34 Provide sanitary drinking fountain. 

1 Provide individual drinking cups. 

2 Provide dressing-room for finales. 

1 Provide sink or water in dressing-room. 

5 Orders concerning dressing-rooms, not elsewhere specified. 

1 Qean halls or stairs. 

2 Provide lunch-room, other than that reserved /or females. 

3 Clean water-closet. 

2 Build or extend water-closet partition or provide cover for lop of water- 

5 Repair or rebuild water-closet. 

1 Provide screen for water-closet. 

1 Provide separate water-closets for each sex. 

3 Place signs designating water-closets. 

1 Orders concerning water-closet-r, not elsewhere specified. 

Dangerous Machinery and Processes. 
10 Guard belting and pulleys. 
1 Provide belt shifter or loose pulley. 
5 Guard cog, gear and friction wheels. 
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TABLE I — Continued. 
TOBACCO MANUFACTURES — Concluded. 
Number of 
orders containing 

each specified Detailed Requirementt of Orders Issued. 



requirement. 



Guard sprocket and chain belt. 

Guard set-screws, bolts, nuts and keys. 

Provide automatic gates or floor doors for elevators, hoists or conveyors. 

Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 

Case in unused sides of elevator car. 

Guard elevator ledges. 

Provide screen at t(^ of elevator or hoist. 

Protection front Fire. ■ 
Swing exit doors outward. 

Provide access to fire-escape by structural change. 
Paint fire-escape. 
Install stand pipe and hose. 

Miscellaneous Orders. 
Orders, instructional. 

VEHICLES FOR LAND TRANSPORTATION. 

(333 establishments inspected.) 

Automobiles, Including Bodies and Pabts. 

(100 establishments inspected.) 

Children, Minors and Women. 
Post child and minor labor notices. 

Stop employment of boys 16 but under 18 more than 54 hours per wedc. 
Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 before 7 A. M. or after fi 
P. M. 

Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 18 more than 54 hours per week. 
Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 
Repair or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide, extend or repair handrails for stairways. 
Repair stairway treads. 

Orders concerning stairways, not elsewhere specified. 
Orders concerning general safely, not elsewhere specified. 

Ventilation and Over-Crowding. 
Alter or repair means of ventilation where system is not used. 
Provide ventilation for water-closet or dressing-room. 
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TABLE I — Continued. 
VEHICLES FOR LAND TRANSPORTATION — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Sanitation, Etc. 

13 Provide saniiary drbking fountain. 

1 Orders concernbg dressing-rooms, not elsewhere specified. 

1 Provide lunch-room, other than that reserved for females. 

1 Provide wash-room or washing facilities. 

3 Provide additional water-closet facilities. 

3 Clean water-closet. 

1 Provide or use disinfectant for water-closet,- 

2 Build or extend water-closet partition or provide cover for top of water- 
closet. 

1 Repair or rebuild water-closet. 

2 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 

5 Provide blower system or exhaust fans. 

5 Repair, alter or connect blower system or exhaust fans. 

4 Remove products of combustion, poisonous gas or dust. 
7 Provide' rubber mat or wood platform at switch-board. 

1 Guard engines, exclusive of fly-wheels. 

2 Guard motors, dynamos, exciters and transformers. 
22 Guard belting and pulleys. 

28 Guard cog, gear and friction wheels. 

22 Guard shafting, exclusive of set-screws. 

26 Guard emery wheels. 

9 Guard planers, shapers, slotters, facers and jointers. 

I Guard polishing and buffing machinery, exclusive of emery wheels. 

15 Guard saws. 

7 Guard stamping, shearing and punching machines. 

1 Guard wood-working machinery, not elsewhere specified. 

3 Keep dangerous machinery in good order. 

1 Provide guards for machinery, not elsewhere specified. 
e . Guard fly- or drive-wheels. 

19 Guard set-screws, bolts, nuts and keys, 

2 Provide skirt-boards. 

2 Keep guards in good order. 

4 Prohibit removal of guards. 

1 Orders concerning condition of guards, not elsewhere specified. 

3 Provide automatic gates or floor doors for elevators, hoists or conveyors. 

2 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 

1 Case in unused sides of elevator car. 

3 Guard elevator ledges. 

2 Provide screen at top of elevator or hoist. 
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TABLE I — Continued. 
VEHICLES FOR LAND TRANSPORTATION —Continued. 

Number of 
orders eonlaining 
earh .tperified Detailed ReQuirements of Orders Issued. 

requirement. 

ProtecixoH from Fire. 
2 Paint fire-escape, 

2 Provide fire-escape. 

I Provide fire-extinguisher. 
1 Install standpipe and hose. 
1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 

3 Orders, instructional. 

Carriages and Sleds, Childreit's, 
(T establishments inspected.) 

Children, Minors and Women. 
1 Secure school certificates for girls under 18. 

I Stop employment of girls 16 but under 18 more than 8 hours per day. 
1 Stop employment of girU 16 but under 18 more than 48 hours per week. 
I Stop employment of. girls 16 hut under 18 before 7 A. M. or after 6 

P. M. 
1 Stop employment that requires constant standing of girls 18 but under 21, 

General Safety. 
1 Sepair or renew floors. 
1 Cover floor openings. 

1 Provide, extend or repair handrails for stairways. 

Ventiiation and Over-Crowding. 

2 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

I Provide sanitary drinking fountain. 

1 Clean water-closet 

1 Provide or use disinfectant for water-closet. 

1 Provide separate water-closets for each sex. 

1 Clean workroom. 

1 Provide receptacles for refuse in workroom. 

Dangerous Machinery and Processes. 
I Remove products of combustion, poisonous gas and dust 

3 Guard belting and pulleys. 

5 Guard cog, gear and friction wheels. 

1 Guard planers, shapers, slotters, facers and jointers. 

3 Guard saws. 
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TABLE I — Continued, 

VEHICLES FOR LAND TR-^NSPORTATION — Continued. 

Number of 
order 1 containing 
each specified Detailed Requirements of Ordert Issued. 

requirement. 

2 Guard stamping, shearing and punching machines. 
1 Keep dangerous machinery in good order. 

3 Guard set-screws, bolts, nuis and keys. 
1 Prohibit removal of guards. 

1 Case in or otherwise guard unused sides of shafts or openings of 
elevatoK, hoists or conveyors. 

Protection from Fire. 
1 Provide new exits, not fire-escapes, for upper floors, galleries or bal- 

MiscelJaneous Orders. ■ 
1 Orders, instructional. 
1 Orders, miscellaneous, not elsewhere specified. 

Cabwaces, Wagons and Materials. 

(192 establishments inspected.) 

Children, Minors and iVomen. 
1 Post female labor notices. 

5 Discharge boys under 15. 

6 Secure school certificates for boys under 16. 

$ Stop employment of boys 15 but under 16 more than 8 hours per day. 
5 Stop employment of boys 15 but under 16 more than 48 hours per week. 

5 Stop employment of boys 15 but under 16 before 7 A. M. or after 6 
P. M. 

4 Stop employment of boys 15 but under 16 more than 6 days iier week. 
1 Stop employment of boys 16 but under 18 more than 54 hours per week. 

4 Discharge girU under 16. 

6 Secure school certificates for girls under 18. 

5 Stop employment of girls 16 but under 18 more than 8 hours per day, 
5 Stop employment of girls 16 but under 18 more than 48 hours per week. 

. 5 Stop employment of girls 16 but under 18 before 7 A. M. or after 
6 P. M. 
5 Stop employment of girls 16 but under 18 more than 6 days per week, 
1 Stop employment of females over 18 more than 54 hours per week. 
1 Provide lunch-room and allow 30 minutes for lunch. 

General Safety. 
8 Repair or renew floors. 

1 Make general structural repairs on building. 

1 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair or renew roof. 
12 Provide, extend or repair handrails for stairways. 
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TABLE I — Continued, 
VEHICLES FOR LAND TRANSPORTATION — Continued. 
Number of 
wders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Lighting. 

1 Provide light for workroom. 

yentilation and Over-Crowding. 

2 Alter or repair means of ventilation where system is not us^d. 

Sanitation, Etc. 
23 Provide sanitary drinking {oimtatn, 
I Qean or clear dressing-room. 

1 Provide dressing-room for females. 

2 Provide adjacent dressing-room and water-closet.' 
2 Provide vrash-room or washing facilities. 

2 Provide additional water-closet facilities. 
9 Provide or use disinfectant for water-closet. 

1 Build or extend water-closet partition or provide cover for top of Water- 

2 Repair or rebuild water-closet. 

2 Provide separate water-closets for eacli sex. 

1 Discontinue use of outside closet and provide equivalent inside facilities. 
1 Provide water-closet. 

3 Clean workroom. 

13 Paint, paper or whitewash workroom. 

1 Repair plaster of workroom. 

3 Remove refuse from workroom. 

Dangerous Machinery and Processes. 
8 Provide blower system or exhaust fans. ■ 

14 Repair, alter or connect blower system or exhaust fans. 

2 Remove products of combustion, poisonous gas or dust 
I Guard engines, exclusive of fly-wheels. 

I Guard motors, dynamos, exciters and transformers. 

39 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 

42 Guard cog, gear and friction wheels. 

20 Guard shafting, exclusive of set-screws. 

1 Guard sprocket and chain belt. 

2 Guard boring, drilling and reaming machines. 
27 Guard emery wheels. 

1 Guard wood lathes. 

17 Guard planers, shapers, slotters, facers and jointers. 

2 Guard polishing and buffing machinery, exclusive of emery wheels. 

3 Guard rolls and calenders. 
36 Guard saws. 

1 Guard stamping, shearing and punching machines. 
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TABLE I — Continued. 

VEHICLES FOR LAND TRANSPORTATION — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Guard universal wood- workers, 

2 Guard wood-working machinery, not elsewhere specified. 

6 Guard fly- or drive-wheels. 

30 Guard set-screws, bolts, nuts and keys. 

1 Keep guards in good order. 
15 Prohibit removal of guards, 

2 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
4 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 
1 Clean elevator or hoist. 
1 Guard elevator ledges. 
1 Repair elevator, hoist or conveyor. 
1 Orders concerning elevators, hoists and conveyors, not elsewhere 

specified. 

Protection from Ftre. 

1 Place signs or lights over exits. 

2 Clear passage to tire-escape, exclusive of hall. 

3 Paint fire-escape. 

3 Provide fire-escape. 

7 Provide fire-extinguisher. 

1 Provide water and pails. 

Miscellaneous Orders. 
I- Orders, instructional.. 

4 Orders, miscellaneous, not elsewhere specified. 

Cars, Steam Railhoad. 
(11 establishments inspected.) 

General Safety, 

2 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair, re-arrange or remove stairway. 

Sanitation, Etc. 
I Provide sanitary drinking fountain, 
1 Provide individual lockers in dressing-room. 
1 . Provide additional water-closet facilities. 
] dean water-closet. 
1 Remove refuse from workroom. 

Dangerous Machinery and Processes. 
1 Provide blower system or exhaust fans. 
1 Repair, alter or connect blower system or exhaust fans. 
4 Remove products of combustion, poisonous gas or dust. 
) Provide rubber mat or wood platform at switch-board. 
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TABLE I — Continued. 

VEHICLES FOR LAND TRANSPORTATION— Continued. 

Numbtr of 
orders conlaimng 

each specified Detailed Requirements of Orders Issued, 

rtguiremettl. 

2 Guard motors, dynamos, exciters and transformers. 

3 Guard Mting and pulleys. 

6 Cuard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 

1 Guard boring, drilling and reaming machines. 

6 Guard emery wheels. 

1 Guard metal lathes. 

1 Guard planers, shapers, slotters, facers and jointers. 

4 Guard saws. 

1 Guard screw-making and threading machines. 

2 Guard stamping, shearing and punching machines. 
1 Hook up crane chains when not in 'Use. 

1 Provide hooks or flanges for ladles, pans, flasks or boxes used in ci 

nection witii cranes. 
1 .Keep dangerous machinery in good order. 

5 Guard fly- or drive-wheela, 

1 Provide railed platform for oiling or working. 
5 Guard set-screws, bolts, nuts and keys. 

Miscellaneous Orders. 
1 Orders, instructional. 

Oaks, Stkeet Railroad. 
(S establishments inspected.) 

General Safety. 
1 Repair or renew floors. 

1 Provide, extend or repair-guard rail for floor opening or platform. 
I Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes i 
1 Provide blower system or exhaust fans. 
1 Repair, alter or connect blower system or exhaust fans. 
1 Provide rubber mat or wood platform at switch-board. 

1 Guard engines, exclusive of fly-wheels. 

2 Guard belting and pulleys. 

2 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 

1 Guard emery wheels. 

1 Guard planers, shapers, slotters, facers and jointers. 

2 Guard saws. 

1 Guard fly- or drive-wheels. 
I Prohibit removal of guards. 
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TABLE I — Continued. 

VEHICLES FOR LAND TRANSPORTATION— Concluded. 

Numbtf of 
orders containing 
each specified Detailed Requtremetits of Orders Issued, 

requirement. 

Vehicles fob Land Tkansportation, Not Otherwise Classified. 
(20 establish meats inspected.) 

Children, Minors and Women. 
I Post child and minor labor notices. 
1 Discharge boys under 15. 
1 Secure school certificates for boys under 16. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 
1 Stop employment of boys 15 but under 16 more than 48 hours per week. 
1 Stop employment of boys 15 but under 16 before 7 A. M. or after 

6 P.M. 
X Stop employment of boys 15 but under 16 more liian 6 days per week. 

General Safely. 

1 Repair or renew floors. 

2 Provide, extend or repair guard-rail for floor opening or platform. 
■ 1 Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Repair or rebuild water-closet. 
1 Provide water-closet. 

Dangerous Machinery and Processes. 
1 Guard engines, exclusive of fly-wheels. 
1 Guard motors, dynamos, exciters and transformers. 
5 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 

4 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 

1 Guari^ mills and mixers. 

2 Guard planers, shapers, slotters, facers and jointers. 

5 Guard saws. 

1 Guard wood-working machinery, not elsewhere specified. 

1 Guard fly- or drive-wheels. 

2 Guard set-screws, bolts, nuts and keys. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

2 Case in unused sides of elevator car. 

Protection from Fire. 
2 Provide fire-extinguisher. 
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TABLE I — Continued. 

MANUFACTURES. NOT OTHERWISE (XASSIFIED. 

(759 eslablishments inspected.) 

Number of 

orders containing 

each specified Detailed Requirements of Orders Issued. 

requirement. 

Agkicj;ltural Implements. 
(43 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 

3 Stop employment of boys 16 but under 18 more than 114 hours per week. 
1 Stop employment of boys 16 but under 18 before 6 A. M. or after 

10 P. M. 

1 Stop en^loyment of boys \& but under IS more than 6 days per week. 

General Safety. 

2 Repair or renew floors. 

2 Provide, extend or repair guard-rail for floor opening or platform, 

1 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

2 Repair stairway treads. 

1 Orders concerning general safety, not elsewhere specified. 

Ventilation and Over-Crowding. 

1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 

1 Provide wash-room or washing facilities. 

1 Repair or rebuild water-closet. 

1 Provide separate water-closets for each sex, 

1 Place signs designating water-closets. 

1 Paint, paper or whitewash workroom. 

1 Remove refuse from workroom. 

Dangerous Machinery and Processes. 

2 Provide blower system or exhaust fans. 

1 Repair, alter or connect blower system or exhaust fans. 

1 Prohibit use of salamander. 

1 Provide rubber mat or wood platform at switch-board. 

I Orders concerning motors and engines, not elsewhere specified. 

7 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 
9 Guard cog, gear and friction wheels. 

2 Guard boring, drilling and reaming machines. 

4 Guard emery wheels. 

4 Guard planers, shapers, slotters, facers and jointers. 
6 Guard saws. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Nwmber of 
orders contaimng 
taeh specified Detailed Requirements of Ordtrs Issued. 

requirement. 

1 Guard wood' working machinery, not elsewhere specifieil 

2 Guard fly- or drive-wheels, 

8 Guard set-screws, bolts, nuts and keys. 

2 Prohibit removal of guards. 

2 Provide automatic gates or floor doors for elevators, hobts or conveyors. 

1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 

1 Guard elevator ledges. 

Protection frOm Fire. 

1 Re-charge fire-extinguisher. 

Miscellaneous Orders. 

2 Orders, instructional. 

1 Orders, miscellaneous, not elsewhere specified. 

Brcebes and Bboous. 

(34 establishments inspected.) 

Children, Minors and Women. 

2 Keep and post register of children. 
5 Post child and minor labor notices. 

Discharge boys under 15. 

Stop employment of boys 15 but under 16 more than 8 hours per day. 

Stop employment of boys 15 but under 18 more than 48 hours per week. 

Stop employment of boys 15 but under 16 Itefore 7 A, M. or after 

6 P. M. 

Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 more than 8 hours per day. 

Stop employment of girls 16 but under 18 more than 48 hours per week. 

Stop employment of girls 16 but under 18 before 7 A, M. or after 6 P, M. 

Stop employment of females over 13 more than 10 hours per day. 

Stop employment of females over 18 more Bian 54 hours per week. 

Allow 1 hour for lunch where separate lunch-room is not provided. 

Genera! Safety. 



T repair guard-rail for floor opening or platforn 
r repair handrails for stairways. 



yentilation and Over-Crowding. 
1 Provide ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing-ri 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED — Continiied. 

Number of 
orders containinff 

each specified Detailed Requirements of Orders Issued, 

reguiremenl. 



3 Provide sanitary drinking fountain. 
1 Provide dressing-room for females. 
1 Provide dressing-room. 

1 Provide or use disinfectant for water-closet. 

1 Repair or rebuild water-closet.. 

1 Clean workroom. 

1 Remove refuse from workroom. 

Dangerous Machinery and Processes. 

2 Provide tilower system or exhaust fans. 

1 Provide' respirators. 

5 Guard belting and pulleys. 

4 Guard cog, gear and frictibn wheels. 

2 Guard shafting, exclusive of set-screws. 
1 Guard emery wheels. 

1 Guard planers, shapers, slotters, facers and jointers. 

1 Guard power presses. 

2 Guard saws. 

4 Guard fly- or drive- wheels. 

5 Guard set-screws, bolls, nuts and keys. 

2 Provide automatic gates or floor doors for elevators, hmsts or conveyors. 
1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 

Prottciion from Fire. 
1 Remove obstructions on fire-escape. 

3 Provide fire-extinguisher. 

Miscellaneous Orders. 

6 Orders, instructional. 

1 Orders, miscellaneous, not elsewhere specified. 

E1.ECIRICA1. Machinery, Apparatus and Supfhes. 
(99 establishments inspected.) 

Children, Minors and Women. 

1 Post child and minor tabor notices. 

2 Stop employment of boys 15 but under 16 more than 8 hours per day. 
2 Stop employment of boys 15 but under 16 more than 48 hours per week. 
2 Stop employment of boys 15 but under 16 before 7 A. M. or after 6 P. M. 
1 Stop employment of boys 16 but under 18 more than 10 hours per day. 
1 Stop employment of boys 16 but under 18 more than 64 hours per week. 
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TABLE I — CoKTiNup). 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing 
each sfecificd Detailed Requirements of Orders hsued. 



requirement. 



Stop employment of girls 16 but under 13 more than 8 bours per day. 

Stop employment of girls 16 but under 18 more than 48 hours per week. 

Stop employment of girls 16 but under 18 before 7 A. M. or after 6 P. M. 

Provide lunch-room and allow 30 minutes for lunch. 

Allow 1 hour for lunch, pending completion of lundi-room. 

Allow 1 ^our for lunch where separate lunch-room is not provided. 

General Safety. 
Post danger signs or provide signals. 
Repair or renew floors. 
Cover floor openings. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide additional inside stairways. 
Provide, extend or repair handrails for stairways. 
Orders concerning general safety, not elsewhere specified. 

yeittilation and Over-Crowding. 
Alter or repair means of ventilation where system is not used. 
Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide dressing-room for females. 

Provide lunch-room, other than that reserved for females. 
Provide wash-room or washing facilities. 
Provide additional water-closet facilities. 

Build or extend water-closet partition or provide cover for top of 
watercloset. 

Discontinue use of outside closet and provide equivalent inside facilities. 
Provide water-closet. 
Clean workroom. 
Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Repair, alter or connect blower system or exhaust fans. 
Provide goggles. 

Remove products of combustion, poisonous gas or dust. 
Provide respirators. 

Provide rubber mat or wood platform at switch-board. 
Guard engines, exclusive of fly-wheels. 
Guard motors, dynamos, exciters and transformers, 
■Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

10 Guard -shafting, exclusive of set-screws. 
2 Guard sprocket and chain belt. 

1 Guajd boring, drilling and reaming machines, 

16 Guard emery wheels. 

4 Guard planers, shapers, slotters, facers and jointers. 

2 Guard power press. 

1 Guard rolls and calenders. 

17 Guard saws. 

10 Guard stamping, shearing and punching machines. 

2 Provide guards for machinery, not elsewhere specified. 
8 Guard fly- or drive-wheels. 

12 Guard set-screws, bolts, nuts and keys. 
2 Prohibit removal of guards. 
2 Provide automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 
2 Guard elevator ledges. 

1 Provide warning apparatus for descent of elevator. 
I Orders concerning elevators, hoists and conveyors, not elsewheie 

specified. 

■■ Protection from Fire. 
1 Cover furnaces or fuel rooms. 
1 Clear passage to fire-escape, exclusive of hall. 
1 Paint fire-escape, 
1 Provide fire-escape. 

1 Alter or repair ifire-escape, 

2 Remove hose from gas stoves. 

Miscellaneous Orders.^ 
1 Orders, miscellaneous, not elsewhere specified. 

HouSE-FuRNisHiNC Goods, Not Otherwise Classified. 
(14 establishments inspected.) 

Children, Minors and Women. 
1 Keep and post register of children. 

1 Post child and minor labor notices. 

2 Post female labor notices, 

2 Secure school certificates for boys under 16, 

2 Stop employment of boys 16 but under 16 more than 8 hours per day. 
2 Stop employment of boys 15 but under Ifi more than 48 hours per week, 
: 15 but under 16 before 7 A. M. or after 
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TABLE I — Continued. 

MANUFACTURES. NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing' 
each specified Detailed Requirements of Orders Issued, 

requirement 

1 Stop employment of toys 16 but under 16 more than 6 Aaya per week. 

1 Secure school certihcates for girls under 18. 

1' Stop employment of girls 16 but under 18 more than 6 hours per day. 

1 Stop employment of girls 16 but under 18 more than 48 hours per -week. 

1 Provide lunch-room and allow 30 minutes for lunch. 

General Safety. 

1 Provide, ex-tend or repair guard-rail for floor opening or platform. 

2 Provide, extend or repair handrails for stairways. 

'Sanitotion, Etc. 
1 Provide or use disinfectant for water-closet. 
1 Place signs designating water-closets. 
1 Provide water-closet. 
1 Paint, paper or whitewash workroom. 

1 Repair plaster of workroom. 

Dangerous Machinery and Processes. 

2 Repair, alter or connect blower system or exhaust fans. 
5 Guard belting and pulleys. 

1 Guard cog, gear and friction wheels. 

3 Guard s-hafting, exclusive of set-screws. 
• 1 Guard extractors. 

1 Guard saws. ^ 

1 Provide automatic gates or floor doors for elevators, Jiolsts or con- 

2 Case in or otherwise guard unused ndes of shahs or openings of 

elevators, hoists or conveyors. . 

Protection fram Fire. 
1 Provide fire-extinguisher. 

Miscellaneous Orders. 
1 Orders, instructional. 

' Ice, Manufactured. 

(63 establishments inspected.) 

Children, Minors and Women, 
1 Disrfiarge boys under 15. 

1 Secure school certificates tor boys under 16. 
1 Stop employment of boys 15 but under 16 before 7 A. M. or. after 

6 P. M. 
1 Secure school certificates for girls under 18. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 
Number of 
orders coHtatmng 

tack specified Detailed Requirements of Orders Issued, 

requirement. 

General Safely. 
2" Repair or renew floors. • 

6 Provide, extend or rcfrair guard-rail for floor opening or platform. 
1 Repair or renew roof. 

6 Provide, extend or repair bandraib for stairways, 
1 Repair, re-airange or remove staiifcays. 

Sanitation, Etc, 
1 Clean air-shafts, cellars or yard^. 
3 Provide sanitary drinking fountain. 
1 Provide screen or door for dressing-room, 

1 Place signs designating water-closets. 

3 Provide water-closet. 

Dangerous Machinery and Processes. 

2 Provide rubber mat or wood platform at switch-board. 

4 Guard engines, exclusive of fly-wlieels. 
9 Guard belting and pulleys. 

1 Guard sprocket and chain belt. 

12 Guard fly- or drive-wheels. 

3 Guard set-screws, bolts, nuts and keys. 
1 Keep guards is good order. 

1 Prohibit removal of guards. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 
veyors, 
* 1 Repair automatic gates or floor doors for efevators, faoiS'ts or conveyors. 

Protection from Fire. 
1 Provide fire-extinguisher. 

Miscellaneous Orders. 
■ 1 Orders, instructional. 

Ihstkuments, Professional and Scientific. 
(14 establishments inspected.) 

Children, Minors and Women, 
1 Post female labor notices. 

Dangerous Machinery and Processes. 

1 Provide rubber mat or wood platform at switch-board. 

2 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws. 
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TABLE I — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Guard emery wheeb. 

1 Guar4 saws. 

1 Guard stamping, shearing and pundiing machines. 

2 Guard set-screws, bolts, nuts and keys. 

Protection from Fire. 

1 Provide access to fire-escape by structural change. 

2 Clear passage to fire-escape, exclusive of hall. 

Mattkesses and Smunc Beds. 
(42 establishments inspected.) 

CMdren, Minors and Women. 

3 Keep and post register of children, 
1 Post child and minor lalior notices. 
1 Discharge girls under Ift 

3 Secure school certificates for girls under 18. 

1 Stop employment that requires constant standing of girls 16 but under 16. 

1 Stop, employment of females over 18 more than 54 hours per week. 

2 Allow 1 hour for lunch where separate lunch-room is not provided. 
1 Provide seats for women. 

General Safety. 

1 R^air or renew floors. 

2 Provide, extend or repair guard-rail for floor opening or platform. 
I Provide additional jn^de stairways. 

7 Provide, extend or repair handrails for stairways. 
1 Repair stairway treads. 

Lighting. 
1 Provide light for water-closet. 

Ventilation and Over-Crowding. 
1 Provide ventilation where system is not used. 

1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
7 Provide sanitary drinking fountain. 

2 Provide dressing-room for females. 

2 Provide additional water-closet facilities. 

2 Qean water-closet. 

2 Provide or use disinfectant for water-closet 

3 Provide separate water-dosels for each sex 

4 Clean workroom. 

3 Paint, paper or whitewash workroom 
1 Repair plaster of workroom. 
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■ TABLE I — Continued. - 
MANUFACTURES, NOT OTHERWISE CLASSIFIED — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Dangerous Machinery and Processes. 
3 Provid* blower system or exhaust fans. 

3 Repair, alter or connect blower system or exhaust fans. 
' 1 Remove products of combustion, poisonous gas or dust. 

1 Provide respirators. 

2 Provide rubber mat or wood platform at switch-board, 
1 Guard motors, dynamos, exciters and transformers. 

13 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 

11 Guard cog, gear and friction wheels. 

5 Guard shafting, exclusive of set-screws. 

4 Guard emery wheels. 
1 Guard saws. 

1 Guard sewing machines, 

2 Guard stamping, sliearing and punching machines, 

1 Provide guards for machinery, not elsewhere specified. 

6 Guard fty- or drive-wheels. 

5 Guard set-screws, bolts, nuts and keys, 
1 Provide skirt-boards. 

1 Prohibit removal of guards, 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

3 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Case in or otherwise guard unused sides of shafts or c^nings of 

elevators, hoists or conveyors. 

Protection from Fire. 
1 Provide standard fire-proof doors, 

1 Provide new exits, not fire-escapes, for upper floors, galleries and 
balconies. 

2 Clear passage to fire-escape, exclusive of hall, 
2 Provide fire-escape. 

2 Provide fire-extinguisher, 

1 Re-charge fire-extinguisher. , 

1 Provide water and pails. 

1 Orders concerning fire protection, not elsewhere spedfied. 

Miscellaneous Orders. 
1 Label mattresses. 

3 Orders, instructional. 

Models and Patterns. 
(66 establishments inspected.) 

Children, Minors and Women. 
1 Stop emptoyment of boys 16 but under 18 more than 54 hours pet week. 
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TABLE I — Continued. 
MANUFACTURES. NOT OTHERWISE CLASSIFIED— Continiied. 

Nuntber of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

General Safety. 

5 Provide, extend or repair handrails for iXainrajt. 

1 Orders concerning safety of surroundings, nM elsewhere specified. 

Simitation, Etc. 

6 Provide sanitary drinking fountain^ 
1 Provide sink or water in wasb-room. 

1 Provide or use disinfectant for water-closet, 

3 Qeao workroom, 

1 Paint, paper or whitewash workrocan. 

1 Repair plaster of workroom. 

2 Remove refuse from workroom. 

Dangerous Machinery and Processes. 

5 Provide blower system or exhaust fans, 

1 R«nove products of combustion, poisonous gas or dusL 

11 Guard belting and pulleys, 

4 Guard cog, gear and friction wheels, 

7 Guard shafting, exclusive of set-screws. 
10 Guard emery wheels. 

6 Guard planers, shapers, slotters, facers and jointers, 
24 Guard saws. 

4 Guard stamping, shearing and punching machines. 

3 Guard wood-working machinery, not elsewhere specified. 
1 • Guard fly- or drive-wheels, 

12 Guard set-screws, bolts, nuts and keys. 

1 Keep guards in good order. 

4 Prohibit removal o£ guards. 

2 Provide automatic gates or floor doors for elevators, hoists or conveyors, 
t Case in or otherwise guard unused sides, of shafts or openings of 

elevators, hoists or conveyors, 

2 Repair elevator, hoist or conveyor. 

Musical I n stku ments — Pianos, Organs and Materiai.s. 
(24 establishments inspected,) 

Cliildren, Minors and Women. 
1 Stop employment of boys 16 but under 18 more than 54 hours per -week. 
1 Provide lunch-room and allow 30 minutes for lundi. 

General Safety. 

3 Provide, extend or repair handrails for stairways. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Sanitation, Etc. 
3 Provide sanitary drinking fountain. 
1 Repair or rebuild water-closet. 
1 Provide separate water-closets for each sex. 

1 Paint, paper or whitewash workroom. 

2 Provide towels in workrocHn. 

Dangerous Machinery and Processes. 

2 Repair, alter or connect blower system or exhaust fans. 
I Remove products of combustion, poisonous gas or dust. 
1 Provide rubber mat or wood platform at switch-board. 

6 Guard belting and pulleys. 

3 Guard cog, gear and friction wheels. 

5 Guard shafting, exclusive of set-screws. 

'3 Guard planers, shapers, slotters, facers and jointers. 

7 Guard saws. 

I Guard stamping, shearing and punching machines. 

1 Guard fly- or drive-wheels. 

1 Guard set-screws, bolts, nuts and keys. 

2 Provide automatic gates or floor doors for elevators, hoists or conveyo 
1 Orders concerning elevators, hoists and conveyors, not elsewhe 

specified. 

Protection from Fire. 
1 Clear passage to fire-escape, exclusive of hall. 

1 Paint fire-escape. 

2 Provide fire-escape. 

1 Provide fire- extinguisher. 

Roofing. 

(20 establishments inspected.) 

Children, Minors and f^omen. 
1 Secure school certificates for girls under 18. 

General Safety. 
1 Repair or renew floors. 
1 Provide, extend or repair guard-rail for floor opening or* platform. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Provide dressing-room for fonales. 

1 Provide additional water-closet facilities. 

2 Provide or use disinfectant for water-closet. 
1 Clean workroom. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHERWISE CLASSIFIED — Continued. 

Number of 
order J containing 
each specified Detailed Requirements of Orders Issued, 

requirement. ' 

Dangerous Machinery and Processes. 
5 Guard betting and pulleys, 
4 Guard cog, gear and friction wheels, 
1 Guard shafting, exclusive of set-screws. 
1 Guard emery wheels, 
1 Guard saws. 

3 Guard fly- or drive-wheels. 

1 Guard set-screws, bolts, nuts and keys. ' ' 

1 Prohibit removal of guards. 

1 Case in or otherwise guard unused sides of .shafts or openings of 
elevators, hoists and conveyors. 

Rubber Goods. 
(68 establishments inspected.) 
Children, Minors and If omen. 

4 Keep and post register of children. 

3 Post child and minor labor notices, 

4 Post female labor notices. 

1 Secure school certificates for boys under 16. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 

1 Stop employment of boys 16 but under 16 more than 48 hours 'per week. 

1 Stop employment of boys 16 but under 18 more than ID hours per day 

1 Stop employment of boys 16 but under 18 more than 54 Jiours per week 

1 Stop employment that requires constant standitig of girls 18 but under 21 

1 Provide lunch-room and allow 30 minutes for lunch. 

1 Allow 1 hour for lunch, pending completion of lunch-room. 

■ 4 Allow 1 hour for lunch where separate lunch-room is not provided. 

1 Provide seats for women. 

General Safely, 
1 Repair or renew floors. 
7 Provide, extend or repair handrails for stairways. 

feiitilalion and Over-CroTiiding. 
I Alter or repair means o£ ventilation where system is not used. 

Heating., 

1 Alter or repair heating system. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 
2 Provide dressing-room for females, 

1 Orders concerning dressing-rooms, not elsewhere specified. 

2 Clean haUs or stairs. 

I Paint or whitewash halls or stairs. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued, 

requirement. 

I Provide lunch-room, other than that reserved tor females. 

1 Provide additional water-closet facilities. 

1 Clean water-dosei. 

I Provide separate w iter -closets for each sex. 

I Discontinue use of outside closet and provide equivalent inside facilities. 

I Provide water-closet. 

Dangerous Machinery and Processes. 
1 Provide blower system or exhaust fans. 
4 , Provide rubber mat or wood platform at switch-board. 

1 Guard air compressors. 

2 Guard engines, exclusive of fly-wheels. 

3 Guard motors, dynamos, exciters and transformers. 

12 Guard belting and pulleys. 

13 Guard cog, gear and friction wheels. 

9 Guard shafting, exclusive of set-screws. 

3 Guard sprocket and chain belt. 

4 Guard emery wheels. 

1 Guard mills and mixers. 

1 Guard planers, shapers, slotters, facers and jointers. 

2 Guard power presses. 

2 Guard saws. 

1 Guard stamping, shearing and punching machines. 

1 Provide guards for machinery, not elsewhere specified. 

Guard fly- or drive-wheels. 

10 Guard set-screws, bolls, nuls and keys. 

3 Provide skirt-toards. 

1 Provide automatic gales or floor doors for elevators, hoists or conveyors. 

2 Case in unused sides of elevator car. 
2 Guard elevator ledges. 

I Provide screen at top of elevator or hoist. 

Protection from Fire. 
1 Prohibit obstruction of aisles, spaces, entrances or exits. 
1 Provide standard fire-proof doors. 
1 Provide new ground floor exits. 
1 Provide new exits, not fire-escapes, tor upper floors, galleries or 

balconies. 
1 Paint fire-escape. 

1 Provide fire-escape. 

■ I 1 Alter or repair fire-escape. 

2 Provide fire-extinguisher. 

2 Remove hose frOm gas stoves. 

Miscellaneous Orders. • 

2 Orders, instructional. 
2 Orders, miscellaneous, not elsewhere spedficd. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHER'WISE CLASSIFIED— Continued. 

Nvmber of 
orders contaimng 
each specified Detailed Requirements of Orders Issued, 

requiremenl. 

Ship Building, Including iBoat Building. 
(13 «stabliAnients inipecCed.) 

General Safety. 
1 Repair or renew floors. 
1 Provide, extend or repair guard-rail for floor opening or platform. 

4 Provide, extend or repair handrails for stairways. 

1 Orders concerning general safely, not elsewhere specified. 

Sanitation, Etc, 

1 Provide sanitary drinking fountain. 

1 Provide additional waier-closet facilities. 

2 Provide water-closet. 

Dangerous Machinery and Processes. 

2 Provide btower system or exhaust fans. 

1 Remove products of combustion, poisonous gas or dust 

5 Guard behing and pulleys. 

1 Provide belt shifter or loose pulley. 

5 Guard cc%, gear and friction wheels. 

3. Guard shafting, exclusive of set-screws. 

1 Guard boring, drilling and reaming madiines. 

3 Guard emery wheels. 

3 Guard planers, shapers, Blotters, facers and jointers. 

8 Guard saws. 

1 Keep dangerous machinery in good order. 

I Provide guards for machinery, not elsewhere specified. 

3 Guard fly- or drive-wheels. 

4 Guard set-screws, bolts, nuts and keys. 

1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 
1 Guard elevator ledges. 

Protection from Fire. 
1 Provide fire-extinguisher. 
1 Provide water and pails. 

Signs and Xdvertisinc Novelties. 
(49 establishments inspected.) 

Children, Minors and Women. 
1 Ke^ and post register of children. 
1 Post child and minor labor notices. 

1 Stop employment of boys 15 but under 16 more than 6 hours per day. 
1 Stop employment of boys 15 but under 16 more than 48 hours per week. . 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders eonlainma 
each specified Detailed RequiremenU of Orders Issued, 

requirement. 

1 Stop employment of boys 15 but under 16 before 7 A. M. or after 
6 P. M. 

1 Stop emi^oyinent of girls 16 but under 18 more than 8 hours per day, 

1 Stop en^loyment.ot girls 16 but under 18 more than 48 hours per week, 

1 Stop employment of girls 16 but under 18 before 7 A. M. or after 6 P. M, 

1 Allow 1 hour for lunch, pending completion of lunch-room. 

1 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 
1 Repair or renew floors. 
1 Make general structfural repairs on building. 
1 Provide, extend or repair handrails for stairways. 

Lighting.' 
1 Provide light for water-closet. 

Ventilation and Over-Crowding. 
1 Provide ventilation for water-closet or dressing-room. 

Heating. 
1 Provide mrans of heating where system is not used. 

Sanitation, Etc. 
6 Provide sanitary drinking fountain. 

5 Provide dressing-room for females. 

1 Orders concerning dressing-rooms, not elsewhere specified. 

1 Provide lunch-room, other than that reserved for females. 

2 Provide additional water-closet facilities, 

1 _ Clean water-closet, • 

3 Provide or use disinfectant for -water-closet 

1 Remove closet to greater distance from shop. , 
1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
■ 1 Repair, alter or connect blower system or exhaust fans, 

1 Remove products of combustion, poisonous gas or dust, 

6 Guard belting and pulleys. 

7 Guard cog, gear and friction wheels. 

3 Guard shafting, e:iclusive of setscrews. 

2 Guard power presses. 

4 Guard saws. 

4 Guard stamping, shearing and punching machines. 

4 Guard fly- or drive-wheels. 

5 Guard set-screws, bolts, nuts and keys, 

1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoist* or conveyors. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Protection from Fire. 
1 Prohibit obstruction of aisles, spaces, entrances or exits. 

1 Keep doors and windows unlocked during working hours. 

2 Clear passage to ^re-escape, exclusive of hall. 

3 Provide fire-extinguisher. 

Miscellaneous Orders. 
1 Orders, miscellaneous, not elsewhere specified. 

Spobtinc and Athletic Goods. 
(11 establishments inspected.) 

Children, Minors and Women. 
1 Stop employment of boys 16 but under 18 more than 54 hours per week. 

1 Stop employment of boys 16 but under 18 before 6 A. M. or after 10 
P. M. 

General Safety. 

2 Provide, extend or repair handrails for stairways. 

, ' Sanitation, Etc. 

1 Provide sanitary drinking fountain. 

1 Provide lunch-room, other Ihan that reserved for females. 

Dangerous Machinery and Processes. 

2 Guard belting and pulleys. 

3 Guard shafting, exclusive of set-screws. 
1 Guard wood lathes. 

1 Guard planers, shapers, slotters, facers and jointers. 

2 Guard saws. , 

1 Guard stamping, shearing and punching machines. 

2 Guard fly- or drive-wheels, 

1 Guard set-screws, bolts, nuts and keys. 
1 Prohibit removal of guards. 

Protection from Fire. 
1 Remove obstructions on fire-escape. 

Stationery Goods, Not Otherwise Classified. 
(13 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 
1 Post female labor notices. 
1 Provide seats for women. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued 

Wumfcer of 
orders containing 

each specified Detailed Requirements of Orders Issued. 

requirement. 

General Safety, 
I Provide, extend or repair handrails for stairways. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 

Dangerous Machinery and Processes. 

1 Provide rubber mat or wood platform at svf itch-hoard. 

I Guard belling and pulleys, 

1 Guard cog, gear and friction wheels. 

1 Guard sprocket and chain belt, 

I Guard emery wheels, 

.1 Guard planers, shapers, slotters, facers and jointers. 

1 Guard saws. 

1 Guard stamping, sheaVing and punching machines. 

1 Provide guards for machinery, not elsewhere specified. 

1 Guard set-screws, bolts, nuts and keys. 

1 Guard elevator ledges. 

Miscellaneoits Orders. 
1 Orders, instructional. 

Surgical Appliances and Artificial Limbs. 
(7 establishments inspected.) 

Children, Minors and Women. 
1 Discharge girls under 16, 
1 Secure school certificates for girls under 18. 
1 Stop employn^ent of girls 16 but under 18 before 7 A, M. or after 

6 P. M. 
I Stop employment of girls 16 but under 18 more than ff days per week. 

Sanitation, Etc. 

1 Oean air-shafts, cellars or yards. 

1 Provide sanitary drinking fountain, 

1 Clean or clear dressing-room, 

1 Provide dressing-room for females, 

1 Provide lunch-room, other than that reserved for females, 

1 Provide or use disinfectant for water-closet, 

1 Oean worlc-room. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing . 

each specified Detailed Requirements of Orders Issued, 

requirement. 

Dangerous Maehinery and Processes. 
3 Guard belting and pulleys. 
2 Guard cog, gear and friction wheels. 
1 Guard shafting, exclusive of set-screws. 
1 Guard emery -wheeU. / 

1 Guard stamping, shearing and punching machines. 



1 Remove doors. 



Protection from Firt 



Toys and Gauss. 
(IS establishments inspected.) 

Children, Minors and Women. 
Po9t child and minor labor notices. 
Po« female labor notices. 
Secure school certificates for boys under 16. 

Stop employment of boys Jfl but under 18 more than 10 hours per day. 
Stop employment of boys 16 but under 18 more than 54 hours per week. 
Stop employment of boys 16 but under 18 before 6 A. M. or after 10 
P. M. 

Stop employment of ^oys 16 but under 18 more than 6 days per week. 
Alloy 1 hour for lunch where separate lunch-room is not provided. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Provide lunch-room, other than that reserved for females. 

Dangerous Machinery and Processes, 
Provide rubber mat or wood platform at switch-board. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard shafting, exclusive of set-screws. 
Guard emery wheels. 
Guard saws. 

Guard stamping, shearing and punching madiine^. 
Guard elevator ledges. 
Provide screen at top of elevator or hoist. « 

Protection from Fire. 
Remove hose from gas stoves. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Umbrellas and Canes. 
(T establishments inspected.) 
Children, Minors and Women. 
3 Keep and post register of children. ~ 

3 Post child and minor labor notices. 
2 Post female labor notices. 
2 Secure school certificates for girls under IS. 
1 Stop employment of females over 16 more than &4 hours per week. 

1 Provide lunch-room and allow 30 minutes for lunch. 

2 Allow I hour for lunch where separate lunch-room is not provided. 

Sanitation, Etc. 
1 Provide sanitary drinking fountain. 
1 Provide dressing-room for females. 
1 Provide additional water-closet facilities. 

Dangerous Machinery and Processes. 
1 Guard belting and pulleys. 
1 Guard cog, gear and friction wheels. 
1 Guard emery wheels. 

3 Guard saws. 

1 Guard set-screws, bolts, nuts and keys. 

Washing Machines and Clothes Wringebs. 
(11 establishments inspected.) 
Children, Minors and Women. 
1 Secure school certificates for boys under 16. 
. 1 Stop employment of children under 16 at dangerous machinery, where 
health may be injured or morals depraved, or in Uic tobacco trades. 

General Safety. 

1 Cover floor openings. 

Sanitation, Etc. 

2 Provide sanitary drinking fountain. 

1 Provide additional water-closet .facilities. 

Dangerous Machinery and Processes. 
I Remove products of combustion, poisonous gas or dust. 
1 Guard engines, exclusive of fly-wheels. 

4 Guard belting and pulleys. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

3 Guard cog, gear and friction wheels. 

5 Guard emery wheels. 

1 Guard planers, shapers, slotlers, facers and jointers. 

1 Guard saws. 

1 Guard universal woodworkers. 

1 Guard fly- or drive -wheels. 

1 5 Guard set-screws, bolts, nuts and keys. 

1 Prohibit removal of guards. 

Protection from Fire. 
1 Remove hose from gas stoves. 

Miscellaneous Industuee, Not Otherwise Classified. 
(143 establishments inspected.) 

Children, Minors and Women, 

5 Keep and post register of children. 

6 Post child and minor labor notices. 
1 Post female labor notices. 

1 Discharge boys under 15. 

I Stop employment of boys ]5 but under 16 more than 8 hours per day. 

1 Stop employment of boys 15 but under 16 more than 48 hours per week. 

2 Stop employment of boys 18 but under 18 more than 54 hours per week. 
I Discharge girls under 16. 

3 Secure school certificates for girls under 18. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 

1 Stop employment of girls 16 but under 16 more than 48 hours per week. 

2 Stop employment of females over 18 more than 54 hours per week. 
2 Allow 1 hour for lunch where separate lunch-room is not provided. 

1 Provide seats for women. 

General Safety. 

2 Repair or renew floors. 
1 Cover floor openings. 

5 Provide, extend or repair guard-rail for floor opening or platform. 
1 Orders concerning minor repairs, not elsewhere specified. 

3 Provide, extend or repair handrails for stairways. 

1 Orders concerning general safety, not elsewhere specified. 

Lighting. 
1 Provide light for halls or stairs. 
1 Provide light for workroom. 
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TABLE I — Continued. 
MANUFACTURES, NOT OTHERWISE CLASSIFIED— Continued 

Number of 
orders containing 
tack specified Detailed Requirements of Orders Issued, 

requirement. 

yentilation and OverrCrowding. 
1 Provide ventilation wiiere system is not used. 
1 Alter or repair meajis of ventilaition where system is not used. 
1 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

18 Provide sanitary drinking fountain. 

1 Provide individual drinking cups. 

1 Provide dressing-room for females, 

1 Orders concerning dressing-rooms, not elsewhere specified. 

3 Provide additional water-closet facilities. 

7 Provide or use disinfectant for water-closet. 

1 Repair or rebuild water-closet. 

1 Provide separate water-closet for each sex. 

2 Provide water-closet. 

3 Clean workroom. 

2 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
1 Repair, alter or connect blower system or exhaust fans. 
1 Remove products of combustion, poisonous gas or dust. 

1 Provide rubber mat or wood platform at switch -tjoard. 
18 Guard belting and pulleys. 

18 Guard cog, gear and friction wheels.. 

4 Guard shafting, exclusive of set-screws. 

6 ' Guard emery wheels. 

2 Guard extractors. 

1 Guard mills and mixers. 

1 Guard power presses. 

1 Guard pumps. 

1- Guard rolls and calenders. 

7 Guard saws. 

4 Guard stamping, shearing and punching machiines. 

1 Guard ventilating or exhaust tnachines. 

1 Provide guards for machinery, not elsewhere specified. 

8 Guard fly- or drive-wheels. 

11 Guard set-screws, bolts, nuts and keys. 

1 Provide skirt-boards. 

1 Prohibit removal of guards 

2 Provide automatic gates or floor doors for elevators, hoists or conveyors. 
1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Case in or otherwise guard unused sides of shafts or openings of 

elevators, hoists or conveyors. 
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TABLE I — Continued. 

MANUFACTURES, NOT OTHERWISE CLASSIFIED — Concluded. 

Number of 
orders containing 
each specified Detailed Reqmremenis of Orders Issued. 

Tequirement. 

Protection from Fire. 
1 Prohibit obstruction of aisles, spaces, entrances or exits. 
' 1 Remove bars, grating or screen from doors or windows. 
1 Keep doors and windows unlocked during working hours. 
1 Provide new exits, not iire-escapes, for tipper floors, galleries or 

balconies. 
1 Orders concerning exits, not elsewhere specified. 

1 Provide access to fire-escape by structural change. 

2 Qear passage to fire-escape, exclusive of hall. 

1 Remove obstructions on fire-escape. 

3 Provide fire-escape. 

i Provide fire-extinguisher. 

2 Remove hose from gas stoves. 

Miscellaneous Orders. 

5 Orders, instructional. 

SERVICE. 

<5,388 establishments inspected.) 

Amusement Pabks. 

(TT establishments inspected.) 

Children, Minors and Women. 

6 Post d)ild and minor labor notices. 
1 Discharge boys under 15. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 

1 Stop employment of boys 15 but under 16 more than 48 hours per week. 

1 Stop employment of boys 15 but under 16 before 7 A. M, or after 6 P. M. 
15 Stop employment of boys 16 but under 18 before 6 A. M. or after 

10 P. M. 

2 Stop employment of boys 16 but under 18 more than 6 days per week. 
1 Stop employment of girls 18 but under 21 before 6 A. M. or after 

10 P. M. 
1 Stop employment of girls 18 but under 21 more than 6 days per week. 
9 Stop employment of children under 16 at dangerous machinery, where 

'health may be injured or morals depraved, or in the tobacco trades. 

1 Stop employment of females over 18 more than 54 hours per wedt. 

General Safety. 

2 Abandon building permanently. 

2 Abandon building until required changes are completed. 

1 Repair or renew floors. 

4 Make general structural repairs on building. 
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TABLE I — Continued. 

SERVICE— Continued. 
Number of 
orders containing 

each specified Detailed Requirements of Orders Issued. 

requirement. 

1 Provide, extend or repair guard-rail for floor opening or platfor 

2 Provide railed platform and steps at ground exit. 

3 Provide, extend or repair handrails for stairways. 
1 Repair, re- arrange or remove stairways. 

Lighting. 
1 Provide light for halls, or stairs. 

Sanitation^ Etc. 
1 Provide sanitary drinking fountain. 
1 Provide individual drinking cups. 

1 Provide water-closet. 

Protection from Fire. 

2 Prohibit obstruction of aisles, spa-ces, entrances or exits. 
1 Restrict class of entertainment. 

1 Keep doors and windows unlocked during working hours. 

6 Provide panic-proof hardware. 

1 Swing screened hinged sash outward. 

3 Swing exit doors outward. 

1 Provide metal frame and sash and wire glass windows. 

1 Provide gradient. 

3 Provide new ground floor exits. 

3 Provide new exits, not tire-escapes, for upper floors, galleries c 

6 Place signs or lights over exits. 

I Provide access to fire-escape by structural change. 

1 Alter or repair fire-escape. 

11 Provide fire-extinguisher. 

1 Remove rubbish. 

I Attach 'hose to standpipe. 

1 Orders concerning lire protection, not elsewhere specified. 

Miscellaneous Orders. 
i Orders, instructional. 

Churcbee. 
(976 establishments inspected.) 
General Safely. 
1 Abandon building permanently. 
1 Abandon part of building permanently. 
1 Build new chimneys, flues or stacks. 
6 Change or repair chimneys, flues or stacks. 



Digitized byGoOt^lC 



TABLE I — Continued. 

SERVICE - Continued. 
Ntituber of 
orders containing 
tack specified Detailed Requirements of Orders Issued, 

requirement. 

1 Orders concerning chimneys, flues or stacks, not elsewhere specified. 

7 Repair or renew floors. 

1 Cover floor openings, 

23 Make general structural repairs on building. 

2 Provide, extend or repair guard-rail for floor opening or platform. 

3 Repair or renew roof. 

1& Provide railed platform and steps at ground exit. 
6 Orders concerning minor repairs, not elsewhere specified. 
96 Provide, extend or repair handrails, for stairways. 

Ventilation and Over-Crowding. 
6 Provide ventilation system. 
" 2 Alter or repair ventilation system. 

1 Orders concerning ventilation and over-crowding, not elsewh 
specified. 

Heating. 
6 Provide heating system. 
9 Alter or repair heating system. 
1 Alter or repair means of heating where system is not used. 

Sanitation, Etc. 

8 Clean air-shafts, cellars or yards. 
1 Oean halls or stairs, 

1 Provide or repair drainage or spouting. 

1 Repair or rebuild water-tfcset. 

1 Clean workroom. 

1 Paint, paper or whitewash workroom. 

5 Repair plaster of workroom. 

Dangerous Machinery and Processes, 
5 Remove products of combustion, poisonous gas or dust. 

Protection from Fire. ' 

1 Change aisles. 

8 Cover heating pipes. 

80 Cover furnaces or fuel rooms, 

27 Prohibit obstruction of aisles, spaces, 

I Swing hinged screens outward. 

4 Provide standard fireproof doors. 
M Provide panic-proof hardware. 

218 Swing exit doors outward. 

1 Alter or repair doors or windows, 
22 Provide new ground floor exits. 
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TABLE I — Continued. 
SERVICE — Continued. 
Number of 
orders containing 
each ipecified DelaiUd Requirements of Orders Issued, 

requirement. 

5 Provide new exits, not fire-escapes, for upper floors, galleries or 

1 Fireproof stairways. 

t Place signs or lig'hts over exits. 

"3 Fasten chairs together. 

11 Fasten chairs to floor. 
1 Paint fire-escape. 

12 Provide fire-escape. 

1 Orders concerning electric wiring. 

260 Provide fire-extinguisher. 

12 'Re-charge fire-extinguisher. 

24 Remove rubbish. 

6 Remove combustibles. 

21 ' Remove hose from gas stoves. 

9 Provide water and pails. 

1 Provide standard machine booth. 

3 Orders concerning fire protection, not elsewhere specified. 

MiscellaneOHS Orders. 
6 Submit building plans. 

Gakagbs. 
(153 establishments inspected.) 

Children, Minors and Women. 
1 Discharge boys under 15. 

General Safety. 

4 Repair or renew floors. ' 

8 Make general structural repairs on building. 

4 Provide,. extend or repair guard-rail tor floor opening or platform. 

1 Repair or renew roof. . 

1 Orders concerning minor repairs, not elsewhere specified. 

14 Provide, extend or repair handrails for stairways. 

1 Repair stairway treads. 

Lighting. 

1 Provide light for water-closet. 

Ventilation and Over-Crowding, 
I Providr '■-fntilation for -water-closet or dressing-room. 
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TABLE I — Continued, 

SERVICE — Continued. ' 
Number of 
orders containing 
each specified Detailed Reqmrements of Orders Itsued. 

reqmrement. - 

Sanitation, Etc. 
'6 Provide sanitary drinking fountain. 
1 Provide or repair drainage or spouting, 

1 Provide additional water-closet: facilities. 

i Build or extend water-closet partition or provide cover for top of water- 

2 Provide separate water-closets for each sex. 
1 Remove refuse from workroom. . 

Dangerous Machinery and Processes. 

1 Remove products of combustion, poisonous gas or dust. 

2 Guard engines, exclusive of fly-wheels. 
12 Guard belting and pulleys. 

30 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws. 

12 Guard emery wheels. 

1 Guard planers, shapers, slotters, facers and jointers. 

2 Guard saws. 

1 Guard wood-working machinery, not elsewhere specified, 

19 Guard fly- or drive-wheels. 

10 Guard set-screws, bolts, nuts and keys. 

1 Prohibit removal of guards, 

6 Provide automatic gates or floor doors for elevators, hoists or conveyors. 

6 Case in or otherwise guard unused sides of shafts or evenings of 
elevators, hoists or conveyors. 

1 Ttepair elevator, hoist or conveyor. 

Protection from Fire. 
I Provide new exits, not fire-escapes, for upper floors, galleries or bal- 
conies. 
1 Orders concerning electric wiring. 
6 Provide fire-extinguisher. 
1 Remove hose from gas stoves. 
1 Attach hose to standpipe. 

Halls. • 

(872 establishments Inspected.) 

Children, Minors and Women. 
1 'Po'st child and minor labor notices. 

I Stop employment of females over 18 more than 10 hours per day, 
1 Stop employment of females over 18 more than 54 hours per week. 
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TABLE I — Continued. 

SERVICE — Continued. 
Nttmber of 
orders contMning 
each specified Detailed Requirements of Orders Issued. 



requirement. 



General Safety. 



6 Abandon building permanently. 

16 Abandon building until required <Jianges are completed. 

1 Change or repair chimneys, flues or stacks. 

7 Repair or renew floors. 

15 Make general 5truct\iral repairs on building, 

6 Provide, extend or repair guard-rail for floor opening or platform. 

3 Repair or renew roof. 

2 Provide railed platform and sleps at ground exit. 

2 Orders concerning minor repairs,, not elsewliere specified. 
131 Provide, eitend or repair handrails for stairways. 

17 Repair, re-arrange or remove stairways. , 

3 Repair stairway treads. 

6 Orders concerning safety of surroundings, not elsewhere specified. 

2 Orders concerning general safety, not elsewhere specified. 

Lighting. 

3 Provide light for halls or stairs. 



1 Remove seats. 

Ventilation and Over-Crowding. 
1 Provide ventilation system. 

Heating. 

1 Provide heating system. 

Sanitation, Etc. 

1 Clean air-shafts, cellars or yards. 

3 Provide sanitary drinking fountain. 

2 Qean halls or stairs. 

2 Paint or whitewash halls or stairs. 

1 Clean water-closet. 

1 Repair or rebuild water-closet. 

7 'Provide separate water-closets for each sex. 

17 Provide water-closet 

1 Qean workroom. 

2 Paint, paper or whitewash workroom. 

4 Repair plaster of workroom. 

Dangerous Machinery and Processes. 

5 Remove products of combustion, poisonous gas or dust. 
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TABLE I — Continued. 

SERVICE— Continued. 



Number of 

orders containing 
each specified 
requirement. 



Detailed Reguiremetits of Orders Issued. 

Protection from Fire. 
Cover furnaces or fuel rooms. 

Prohibit obstruction of aisles, spaces, entrances' or exits. 
Prohibit standing in aisles or spaces, ' 

Restrict class of entertainment. 
Provide standard iir*proof doors. 

Keep doors and windows unlocked during working hours. 
Provide panic-proof hardware. 
Swing exit doors outward. 
Alter or repair doors or windows. 



Orders 
Provide 
Provide 

; signs 



ng doors and windows, not elsewhere specified, 
grpund floors exits, 
exits, not fire-escapes, for upper floors, gallprie.s or bal- 

r lights 



Orders concerning exits, not elsewliere specified. 

Provide access to fire-escape by structural change. 

Provide slide- ladder or suspended stairway. 

Fasten chairs to floor. 

Provide ladder or stairway to roof. 

Clear passage to fire-escape, exclusive of hall. 

Remove obstructions on fire-escape. 

Paint fire-escape. 

Provide fire-escape. 

Alter or repair fire-escape. 

Orders concerning electric wiring. 

Provide fire-extinguisher. 

Re-charge fire-extinguisher. 

Remove scenery. 

Proviije roof scuttle. 

Fire-proof proscenium wall. 

Provide life-line. 

Remove rubbiJfa. 

Remove combustibles. 

Remove hose from gas stoves. 

Install standpipe and hose. 

Provide standard machine booth. 

Ventilate machine booth. 

Orders concerning .fire protection, not elsewhere specified. 



Miscellaneous Orders. 
Submit building plans. 
Orders, miscellaneous, not elsewhere spec!) 
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requirement. 
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TABLE I — Continued. 

SERVICE — Continued. 

Detailed Requirements of Orders Issued. 

Hospitals. 

(22 establishments inspected.) 



General Safely, 
Provide, extend or repair handrails for stairways. 
Repair, re-arrange or retnove stairways. 

Heating. 
Alter or repair heating system. 

Dangerous Machinery and Processes. 
Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 

Guard planers, shapers, slolters, facers and jointers. 

Guard saws. 

Case in or otherwise guard unused sides of shafts or openin 

elevators, hoists or conveyors. 

Guard elevator ledges. 

Protection from Fire. 
Cover furnaces or fuel rooms. 
Provide panic-proof hardware. 
Swin^ screened hinged sash outward. 
Swing exit doors outward. 

Provide new exits, not fire-esca.pes, for upper floors, galleries o 
conies. 

Place signs or lights over exits. 
Paint lire-escape. 
Provide fire-escape. 

Orders concerning fire-escapes, not elsewhere specified. 
Provide fire-extinguisher. 

Provide or repair slides and cords for motion picture machine. 
Ventilate machine booth. 

Hotels, 

(255 eslabhshments inspected.) 

Children. Minors and Women. 
Keep and post register of children. 
Post diild and minor labor notices. 
Discharge boys under 15. 
Stop employment of boys 16 but under IS r 



1 10 hours per day. 
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TABLE I — Continued. 
SERVICE — Gjntinued. 
dumber of 
order t cOHtaining 
each specified Detailed Rtquirements of Orders fssutd. 

requirement. 

3 Stop employment of boys 16 but under 18 more than S4 hours per week. 
3 Stop employment of boys 16 but under 18 before 5 A. M. <>r after 
10 P. M. 

2 Stop employment of boys 16 but under 16 more than 6 days per wedc 

3 Discharge girls under 16. 

4 Secure school certificates for girls under 18. 

2 Stop employment of girls 16 but under 18 more than 8 hours per day. 

3 Stop employment of girls 16 but under 18 more than 48 hours per week. 
8 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 

8 Stop employment of girls 16 but under 18 more than 6 days per week. 
2 Stop employment of girls IS but under 21 before 6 A. M. or after 

Id P. M. 
2 Stop employment of girls 18 but under 21 more than 6 days per week. 

4 Stc^ employment of children under 18 at extremely dangerous occupa- 

General Safety. 
2 Abandon building permanently. 

2 Abandon building until required changes are completed. 

9 Repair or renew floors. 

7 Make general structural repairs on building. 

5 Provide, extend or repair guard-rail for floor opening or platform. 

8 Repair or renew roof. 

1 Provide railed platform and steps at ground exit. 

43 Provide, extend or repair handrails for stairways. 

5 Repair, re-arrange or remote stairways. 

1 Repair stairway treads. 

1 Orders concerning safety of surroundings, not elsewhere specified. 

1 Orders concerning general safety, not elsewhere -specified. 

Lighting, 

3 Provide light for halls or stairs. 

VenlilalioH and Over-Crowding. 
1 Provide ventilation for water-closet or dressing-room. 

Heating. 

1 Alter or repair means of heating where system is not used. 

Sanitation, Etc. 

2 Cean air-shafts, cellars or yards. 

1 Paint or whitewash halls or stairs. 

2 Provide or repair drainage or spouting. 
2 Provide or repair plumbing. 
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requirement. 



TABLE I — Continued. 

SERVICE — Continued. 



Detailed Requirements of Orders Issued. 



Provide additional water-closet facilities. 

Repair or rebuild water-closet. 

Provide separate water-closets for each sex. 

Place signs designating water-closets. 

Discontinue use of outside closet and provide equivalent inside facilities. 

Orders concerning water-closets, not elsewliere specified. 

Clean workroom. 

Faint, paper or whitewash workroom. 

Repair plaster of worlcroom. 

Dangerous Machinery and Processes. 
Remove products of combustion, poisonous gas or dust 
Guard engines, exclusive of fly-wheels. 
Guard motors, dynamos, exciters and transformers. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard extractors. 
Guard fly- or drive-wheels. 

Provide railed platform for oiling or working. 
Guard set-screws, bolts, nuts and keys. 
Orders concerning parts of machines, not elsewhere specified. 
Provide automatic gates or floor doors for elevators, hoists or con- 
veyors. 

Repair automatic gates or floor doora for elevators, hoists or conveyors. 
Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 
^Provide screen at top of elevator or hoist. 

Protection from Fire. 
Cover furnaces or fuel rooms. 

Prohibit obstruction of aisles, spaces, entrances or exits. 
Keep doors and windows unlocked during working hours. 
Remove doors. 
Swing exit doors outward. 
Alter or repair doors or windows. 

Orders concerning doors and winodws, not elsewhere specified. 
Provide new ground floor exits. 
Provide new exits, not lire-escapes, for upper floors, galleries or bal- 

Place signs or lights over exits. 

Provide slide-ladder or suspended stairway. 

Provide ladder or stairway to roof. 

Clear passage to fire-escape, exclusive of hall. 

Remove obstructions on fire-escape. 

Paint fire-escape. 
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TABLE I — Continued. 

SERVICE — Continued. 
tjlumber of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

42 Provide fire-escape. 

1 Orders concerning fire-escapes, not elsewhere specified. 
32 Provide fire-extinguisher. 

2 Re-charge fire-extinguisher. 
2 Provide life-liae. 

2 Remove rubbish. 

2 Remove combustibles. 

10 Remove hose from gas stoves. 

7 Orders concerning Are protection, not elsewhere specified. 

Miscellaneous Orders. 
10 Orders, instructional 

iNFiEUABiES AMD Homes. 
(66 establishments inspected.) 

Children, Minors and Women, 
1 Post child and minor labor notices. 
1 Discharge boys under 15. 
1 Secure sdiool certificates for boys under 16. 

1 Stop employment of boys 15 but under 16 more than 8 hours per day. 
1 Stop employment of boys 15 but under 16 more than 48 hours per week. 
1 Stop employment of boys 15 but under 16 before 7 A. M. or after 

6 P. M. 
1 Discharge girls under iG. 
1 Secure school certificates for girls under 18. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 
1 Stop employment of girls IS but under 18 more than 48 hours per week. 
1 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 

General Safety. 
1 Abandon building permanently. 
1 Abandon building until required changes are completed. 

1 Change or repair chimneys, flues or stacks. 

8 Repair or renew floors. 

5 Make general structural repairs on building. 

4 Provide, extend or repair guard-rail for floor opening or platform. 

7 Repair or renew roof. 

2 Provide railed platform and steps at ground exit. 

2 Orders concerning minor repairs, not elsewhere specified. 

19 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

1 Orders concerning general safety, not elsewhere specified. 
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TABLE I — Continued. 

SERVICE — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Lighting, 
1 Provide light for halls or stairs. I 

Ventilaliott and Over-Crowding. 
1 Alter or repair ventilation system. 

Heating. 

3 Alter or repair heating system. 

Sanitation, Eie. 

1 Clean air-shafts, cellars or yards. 

1 Provide sanitary drinking fountain. 

1 Orders concerning drinking water, not elsewhere specified. 

1 Paint or whitewash halls or stairs. 

4 Provide or repair drainage or spouting. 
I iProvide or repair plumbing. 

1 Clean water-closet. 

1 Provide door for water-closeL • 

1 Provide means of flushing water-closet. 

6 Repair or rebuild water-closet. 

1 Provide separate Water-closets for eadi sex. 

1 Discontinue use of outside closet and provide equivalent jnside facilities. 

1 Clean workroom. 

6 Paint, paper or whitewash workroom. 

4 Repair plaster of workroom. 

1 Provide, clean or repair plumbing or sinks of workroom. 

Dangerous Machinery and Processes. 

1 Provide rubber mat or wood platform at switch-board. 

5 Guard belting and pulleys. 

2 Guard cog, gear and friction wheels. 
I Guard emery wheels. 

5 Guard fiy- or drive-wheels. 

4 Guard set-screws, 'bolts, nuts and keys. ' 

1 Repair elevator, hoist or conveyor. 

Protection from Fire. 
8 Cover furnaces or fuel rooms. 

4 Provide panic-proof hardware. 

5 Swing exit doors outward. 

1 Provide new ground floor exits. 

3 Provide new exits, not fire-escapes, for upper floors, galleries or bal- 

3 Place signs or lights over exits. 
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Number of 

orders conlaining 

each tpecified 

requirement. 



TABLE I — Continued. 
SERVICE — CoDiinued. 



Detailed Requirements of Orders Issued. 



Provide access to fire-escape by structural change. 

Fasten chairs to floor. 

Paint fire-escape. 

Provide fire-escape. 

Orders concerning eleclrk wiring. 

Provide fire-ex tii^^uisber. 

Re-charge fire-extinguisher. 

Remove hose from gas stoves. 

Install standpipe and hose. 

Attach hose to standpipe. 

Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders^ > 

Orders, miscellaneous, not elsewhere specified. 

Lauhmues. 
(621 establishments inspected.) 

Children, Minors and Women. 
Keep and post register of children. 
Post child and minor labor notices. 
Post female labor notices. 
Discharge hoys under 15. 

Secure school certificates for boys under 16. 

Stop employment of boys 16 but under 18 more than 54 hours per wedc 
Stop employment of boys W but under 18 before 6 A. M. or after 
10 P. M. 

Discharge girls under 16. 
Secure school certificates for girls under 18. 

Stop employment of girls 16 but under 18 more than 8 hours per day. 
Stop employment of girls 16 but under 18 more than 48 hours per week. 
Stop employment of girls 16 but under 18 before 7 A. M. or after 
6 P. M. 

Stop employment of girls 16 but under 18 more than 6 days per week. 
Stop employment that requires constant standing of girls IS but 
under 18. 

Stop employment of girls 18 but under 21 more than 6 days per week. 
Stop employment that requires constant standing of girls 16 but 
under 21. 

Furnish written agreement as to wages paid to minors. 
Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 18 more than 54 hours per week. 
Provide lunch-room and allow 30 minutes for lunch. 
Allow 1 hour for lunch where separate lunch-room is not provided. 
Provide seats for women. 
Permit use of seats for women. 
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orders containing 

each specified 

requirement. 



TABLE I — Continued. 
SERVICE — Continued. 

Detailed Requirements of Orders Issued. 

General Safety. 



Abandon building permanently. 

Repair or renew floors. 

Cover floor openings. 

Make general structural repairs on building. 

Provide, extend or repair guard-rail for floor opening or platform. 

Repair or renew roof 

Orders concerning minor repairs, not elsewhere specified. 

Provide additional inside stairways. 

Provide, extend or repair handrails for stairways. 

Remove obstacles from stairways. 

Repair, re-arrange or remove stairways. 

Lighting. 

Provide light for halls or stairs. 
Provide lig'ht for water-closet. 

VentUation and Over-Crowding. 
Provide ventilation where system is not used. 
Alter or repair means of ventilation where system is not used. 
Provide ventilation for water-closet or dressing-room. 



Heating. 
Provide heating system. 
Alter or repair heating system. 
Provide means of heating where system is not 

Sanilation, Etc. 
Clean air-shafts, cellars or yards. 
Provide sanitary drinking fountain. 
'Provide individual drinking cups. 
Clean or clear dressing-room. 
Extend dressing-room partition or provide cov 

Provide screen or door for dressing-room. 
Provide dressing-room for females. 
Provide sink or water in dressing-room. 
Orders concerning dressing-rooms, not elsewher 
Provide or repair drainage or spouting. 
Provide or repair plumbing. 
Provide sink or water in wash-room. 
Provide additional water-closet facilities. 
Clean water-closet. 
Provide or use disinfectant for water-closet. 



■ for top of dressing- 
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TABLE I — Continued. 
SERVICE- Continued. 
Number of 
orders eoniaining 
each specified Detailed Requirements of Orders Issued, 

requirement. 

1 Provide lock and key for door of women's water-closet, 
13 Build or extend water-closet partition or provide cover for top of 

water-closet. 
11 Repair or rebuild water-closet. 

1 Provide screen for water-closet. 

27 Provide separate water-closets for each sex. 
7 Place signs designating water-closets. 

4 Discontinue use of outside closet and provide equivalent inside facilities. 
7 Provide water-closet. 

2 Orders concerning water-closets, not elsewhere specified. 
42 Clean worlcroom. 

67 Prohibit living or sleeping in workroom. 
50 Paint, paper or whitewash workroom. 

5 Repair plaster of workroom. 

Dangerous Machinery and Processes. 
1 Repair, alter or connect blower system or exhaust fans. 

7 Remove products of combustion, poisonous gas or dust. 

8 Provide rubber mat or wood platform at switch-board. 

6 Guard engines, exclusive of fly-wheels. 

1 Guard' motors, dynamos, exciters and transformers. 

68 Guard belting and pulleys. 

1 Provide belt shifter or loose pulley. 

44 Guard cog, gear and friction wheels. 

23 Guard shafting, exclusive of set-screws. 

1 Guard sprocket and chain belt. 

1 Guard emery wheels. 

3 Guard laundry machines, exclusive of extractors, rolls and calenders. 
78 Guard extractors. 

3 Guard rolls and calenders. 

1 Guard ventilating or exhaust machines. ^ 

I Provide guards for madhinery, not elsewhere specified. 

28 Guard fly- or drive-wheels, 

53 Guard set-screws, bolts, nuts and keys. 

1 Orders concerning parts of machines, not elsewhere specified. 
3 Keep guards in good order. 

2 Repair automatic gates or floor doors for elevators, hoists or con- 

2 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

1 Guard elevator ledges. 

Protection from Fire. 

2 Cover furnaces or fuel rooms. 
I Provide panic-proof hardware. 
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TABLE I — Continued. 
SERVICE— Continued. 



Dtlailfd Requirements of Orders Issued. 



Swing exit doors outward. 

Orders concerning doors and windows, not elsewhere specified. 

Place signs or lights over exits. 

Provide access to fire-escape hy structural change. 

Clear hallway to exits. 

Clear passage to fire-escape, exclusive of hall. 

Paint fire-escape. 

Provide fire-escape. 

Provide fire-extinguisher. 

Re-cliarge fire- extinguisher. 

Remove rubbish. 

Remove combustibles. 

Remove hose from gas stoves. 

Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
Orders, instructional 
Orders, miscellaneous, not elsewhere specified. 

Photoobapheks. 
(11 establishments inspected.) 

Children. Minors and Women. 
Siap employment of females over 18 more than 10 hours per day. 



t than 54 'hours per week. 



■Stop employment of females over 18 n 

General Safety. 
Repair or renew roof. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Clean workroom. 
Paint, paper or whitewash workroom. 

Protection from Fire. 
Provide fire-extinguisher. 

Miscellaneous Orders. 
Orders, instructional. 

Railway Stations. 
(22 establishments inspected.) 

Children, Minors and IVomen. 
Stop employment of females over 18 more than 10 hours per day. 
Stop employment of females over 18 more than 54 hours per week. 
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TABLE I — Continued. 

SERVICE — Continued. 
Nttmbir of 
ordert containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

General Safety. 
8 Repair or renew floors. 

2 Repair or renew roof. 

1 Provide, extend or repair handrails for stairways. 

Lighting. 
1 Provide light for water-closet. 

Ventilation and Over-Crowding. 
1 Provide sufficient air space by limiting attendance. 
1 Provide ventilation system. 

Heating. 
1 Provide heating system. 

Sanitation, Etc. 

1 Provide or repair drainage or spouting. 

1 Provide or repair plumbing. 

1 Provide sink or water in wash-room. 

4 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 

3 Repair or rebuild water-closet. 

2 Provide separate water-closeta for each sex. 
2 Provide water-closet. 

I Clean workroom. 

1 Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes, 
I Provide automatic gates or floor doors for elevators, hoists or conveyors. 

Miscellaneous Orders. 

1 Orders, instructional. 

Restaurants. 

(424 establishments inspected.) 

Children, Minors and Women. 

2 Keep and post register of children. 
16 Post child and minor labor notices. 
30 Post female labor notices. 

2 Discharge boys under 15. 

2 Secure school certificates for hoys Tinder 10. 

1 Stop employment of boys 16 but under 18 more than 54 hours per wedc 



Digitized byGoOt^le 



TABLE I — Continued. 
SERVICE — Continued. 
Nttmber of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Stop employment of boys 16 but under 18 before 6 A. M. or after 

10 P. M. 

2 Stop employment of boys 16 but under IS more than 6 days per week. 

10 Secure school certificates for girls under 18. 

20 Stop employment of girls 16 'but under 18 more than 8 hours per day, 

21 Stop employment of girls 16 but under 18 more than 48 hours per week. 
23 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 

10 Stop employment of girls 16 but under 18 more than 6 days per weet 

11 Stop employment of girls IS but under 21 more than 10 hours per dajr. 

23 Stop employment of girls 18 but under 21 more than 54 hours per weelc 
21 Stop employment of girls IS but under 21 before 6 A, M. or after 

10 P. M. 

24 Stop employment of girls 18 but under 21 more than 6 days per week. 
88 Stop employment of females over 18 more than 10 hours per day. 

69 Stop employment of females over 18 more than 54 hours per week. 

1 Allow 1 hour for lunch where separate lunch-room is not provided, 

2 Provide seats for women. 

General Safety. 

J Repair or renew floors. 

1 Cover floor openings, 

1 Provide, extend or repair guard-rail for floor opening or platform. 

I 3 Orders concerning minor repairs, not elsewhere specified. 

13 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

Lighting. 
1 Provide light for halls or stairs. 

1 Provide light for wash-room. 

2 Provide light for water-closet. 
1 Provide light for workroom. 

yentilation and Over-Crowding. 
I Provide ventilation system. 
1 Provide ventilation where system is not used. 
1 Alter or repair means of ventilation where system is not used. 

3 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 
3 Clean air-shafts, cellars or yards. 
3 Clean or clear dressing-room. 
20 Provide dressing-room for females. 

1 aean halls or stairs, 

2 Provide or repair drainage or spouting. 
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TABLE I — Continued. 
SERVICE — Continued. 
Numbtr of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Provide or repair plumbing. 

1 Provide sink or water in wash-room. 

4 Provide additional -water-closet lacilitiei. 
9 Clean water-closet, 

1 Provide or use disinfectant for water-closet 

2 Provide door for water-closet. 

1 Provide lock and key for door of women's water-closet. 

5 Build or extend water-closet partition or provide cover for top of 

3 Repair or re-build water-closet. 

27 Provide separate waler-dosets for each sex. 

5 Place signs designating water-closets. 

2 Discontinue use of outside closet and provide equivalent inside facilities. 
I Discontinue use of basement closet unless females are regularly em- 
ployed Jn basement. 

6 Provide water-closet. 
9 Clean workroom. 

1 Prohibit living or sleeping in workroom, 

9 Paint, paper or whitewash workroom. 

1 Plaster or ceil walla of workroom. 

2 Repair plaster of workroom. 

1 Provide, clean or repair plumbing or sinks of workroom. 

1 Remove refuse from workroom. 

1 Orders concerning workrooms, not elsewhere specified. 

Dangerous Machinery and Processes. 

3 Remove products of combustion, poisonous gas or dust. 

Protection from Fire. 

1 Prohibit obstruction of aisles, spaces, entrances or exits. 

1 Keep doors and windows unlocked during working hours. 

1 Swing exit doors outward, 

1 Provide new ground floor exits. 

1 Fire-proof stairways. 

1 Clear passage to fire-escape, exclusive of hall. 

1 Provide fire-escape. 

9 Provide fire-extinguisher. 

1 Fire-proof walls, other than proscenium wall. 

3 Remove hose from gas stoves. 

1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
1 Orders, miscellaneous, not elsewhere specified. 
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TABLE I — Continued. 

SERVICE — Continued. 
Number of 
orders eoHtaiHtng 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Schools. 
(1^50 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 

General Safety, 

1 Post danger signs or provide signals. 
63 Abandon building permanently. 

7 Abandon building until required changes are completed. 

11 Abandon part of build;ng permanently. 

33 Change or repair chimneys, flues or stacks. 

129 Repair or renew floors. 

131 Make general structural repairs on building. 

4 Provide, extend or repair guard-rail for floor opening or platform. 

59 Repair or renew roof. 

33 Provide railed platform and steps at ground exit. 

114 Orders concerning minor repairs, not elsewhere specified. 

2 Provide additional inside stairways. 

93 Provide, extend or repair handrails for stairways. 

10 Repair, re-arrange or remove stairways. 

4 Repair stairway treads. 

9 Orders concerning safety of surroundings, not elsewhere specified. 

6 Orders concerning general safety, not elsewhere specified. 

Lighting. 
1 Provide light for basement. 

1 Provide light for halls or stairs. 

2 Provide light for water-closet. 
48 Provide light for workroom. 

2 Orders concerning hghting, not elsewhere specified. 

Furnishings. 

8 Provide standard seats. 

3 Repair seats. 

57 Re-arrange seats. 

12 Remove seats. 

Ventilation and Over-Crowding. \ 

16 Provide sufficient air space by limiting attendance. 

9 Provide sufficient air space by enlarging building. 

2 Restrict use of parts of building to specific purposes. 

204 Provide ventilation system, 

20 Alter or repair ventilation system. 

2 Provide ventilation where system is not used. 

1 Alter or repair means of ventilation where system is not used. 

3 Provide ventilation for water-closet or dressing-room. ^-^ ' i 
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requirement. 



TABLE I — Continued. 
SERVICE — Continued. 



Detailed Requirements of Orders Issued: 



Heating. 
Provide heating system. 
Alter or repair heating system. 
Provide means of healing where system is not i 
Alter or repair means of heating w'here system i: 



Sanitatic 



. Etc. 



s specified. 



> speciiied. 



: specified. 



Clean air -shafts, cellars or yards. 

Provide sanitary drinking fountain. 

Provide individual drinking cups. 

Provide or repair pump. 

Clean well. 

Provide well. 

Orders concerning drinking water, not elsewher 

Prohibit use of oil on floors. 

Clean halls or stairs. 

Paint or whitewash halls or stairs. 

Orders concerning halls and stairs, not elsewher 

Provide or repair drainage or spouting. 

Provide or repair plumbing. 

Orders concerning sanitation of surroundii^s, not elsewhere 

Provide addiiional water-closet facilities. 

Provide separate approadies to water-cli 

Clean water-closet. 

Provide or use disinfectant for 

Provide door for water-closet. 

Provide means of flushing watf 

Repair or rebuild water-closet. 

Provide screen for water-closet. 

Provide separate water-ciosels for each sex. 

Discontinue use of outside closet and provide equivalent inside facilitiei. 

Provide water-closet. 

Orders concerning water-closets, not elsewhere specified. 

Clean workroom. 

Paint, paper or whitew; 

Repaii 

Order 









sh workroom. 



t elsewhere specified. 



Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Remove products of combustion, poisonous gas or dust. 
Guard engines, exclusive of fly-wheels. 
Guard belting and pulleys. 
Provide belt shifter or loose pulley. 
Guard planers, shape rs, slotters, facers and jointers. 
Guard power presses. ^ 
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TABLE I — Continued. 

SERVICE — Continued. 
Number of 

orders containing 

each specified Detailed Requirements of Orders Issued, 
requirement. 

4 Guard saws. 

3 'Guard By- or drive-wheels. 

1 Guard set-screws, bolts, nuts and keys. 

Protection from Fire. 

15 Change aisles. 

2 Cover heating pipes. 
1 Screen open stoves. 

TO Cover furnaces or fuel rooms. 

7 Prohibit obstruction of aisles, spaces, entrances or exits. 

23 Remove bars, grating or screen from doors or windows? 

1 Swing hinged screens outward. 

13 Provide standard fire-proof doors. 

20 Keep doors and windows unlocked during working hours. 

1 Close wmdow openings. 

116 Provide panic-proof hardware. 

1 Swing screened hinged sash outward. ' 
202 Swing exit doors outward. 

34 Alter or repair doors or windows. 

3 Orders concerning doors and windows, not elsewhere specified. 
50 Provide new ground floor exits. 

5 Provide new exits, not fire-escapes, for upper floors, galleries 

2 Fire-proof stairways. 

4 Place signs or lights over exits. 

9 Provide access to fire-escape by structural change. 

2 t^asten chairs to floor. 

1 Prohibit janitor's absence during session. 

1 Provide ladder or stairway to roof. 

1 Clear hallway to exits. 

3 Clear passage to fire-escape, exclusive of hall. 
39 Paint fire-escape. 

54 Provide fire-escape. 

5 Alter or repair fire-escape. 

1 Orders concerning fire-escapes, not elsewhere specified. 

5 Orders concerning electric wiring. 
228 Provide fire-extinguisher. 

29 Re-charge fire-extinguisher. 

50 Provide fire-gong. 

2 Fire-proof walls, other than proscenium wall. 
60 Remove rubbish. 

6 Remove combustibles. 

2 Remove hose from gas stoves. 

6 Install standpipe and hose. 

5 Attach hose to standpipe. 

4 Provide water and pails. 

37 Orders concerning fire protection, not elsewhere specified. 
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TABLE I — Continued. 

SERVICE — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Miscellaneous Orders. 
40 Submit building plans. 
1 Orders, instructional. 
21 Orders, miscellaneous, not elsewiiere specified. 

Theaters. 
(610 establishments inspected.) 

Children, Minors and Women. 
S Post child and minor labor notices. 
Discharge boys under 15. 

■Stop employment of boys 16 but under 18 more than 10 hours per day. 
Stop employment of boys 16 but under 18 more than 54 hours per week. 
Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 

Stop employment of boys 16 but under 18 more than 6 days per week. 
Discharge girls under 16. 

Stop employment of girls 16 but under IS before 7 A. M. or after 
6 P. M. 

Stop employment of girls 18 but under 21 more than 6 days per week. 
Stop employment of children under 16 at dangerous machinery, where 
health may be injured or morals depraved, or in the tobacco trades. 
Slop employment of children under 18 at extremely dangerous occupa 

General Safety. 
Abandon building permanently. 

Abandon building until required changes are completed. 
Abandon part of building permanently. 

Abandon part of building until required changes are completed. 
Repair or renew floors. 
Make genera) structural repairs on building. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide railed platform and steps at ground exit. 
Orders concerning minor repairs, not elsewhere specified. 
Provide, extend or repair handrails foP stairways. 
Repair, re-arrange or remove stairways. 
Repair stairway treads. 

Orders concerning safety of surroundings, not elsewhere specified. 
Orders concerning general safety, not elsewhere specified.' 

Lighting. 
Provide light for halls or stairs. 
Provide light for water-closet. 
Orders concerning lighting, not elsewhere specified. 
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TABUE I — Continued, 

SERVICE — Continued 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Furnishings, 
9 Provide standard seats. 
21 R«-arrange seats. 
16 Remove seats, 
1 Orders concerning furnishings, not elsewhere specified. 

Ventilation and Over-Crowding. 

1 Provide sufficient air space by limiting attendance. 
18 Provide ventilation system. 

7 Alter or repair ventilation system. 

2 Provide ventilation where system is not used. 

Heating, 
9 Provide heating system. 

6 Alter or repair beating system. 

Sanitation, Etc. 

4 Clean air-shafts, cellars or yards. 

7 Provide sanitary drinking fountain. 

1 Provide or repair drainage or spouting. 

3 Clean water-closet, 

5 Repair or rebuild water-closet. 

1 Provide screen for water-closet. 

4 Provide separate water-closets for each sex. 

1 Place signs designating water-closets. 

10 Provide water-closet. "■' 

8 Clean workroom. 

2 Paint, paper or whitewash workroom. 
2 Repair plaster of workroom. 

Dangerous Machinery and Processes, 

2 Remove products of combustion, poisonous gas or dust. 

3 Provide rubber mat or wood platform at switch-board. 
1 Guard moiors, dynamos, exciters and transformers. 

4 Guard belling and pulleys. 
3 Guard fly- or drive-wheels. 

1 Guard set-screws, bolts, nuts and keys, 

1 . Provide automatic gates or floor doors for elevators, hoists or con- 

Protection from Fire, 
34 Change aisles. 

2 Cover heating pipes. 
I Screen open stoves. 

32 Cover furnaces or fuel rooms. 

60 Prohibit obstruction of aisles, spaces, entrances or exits. 
16 Prohibit standing in aisles or spaces, r^ I 
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TABLE I — Continued. 

SERVICE — Continued. 
Nuinber of 

crders containing 

each specified Detailed Requirements of Orders Issued, 
requirement. 

10 Restrict class of entertainment. 
19 Provide standard .fireproof doors. 

2 Keep doors and windows unlocked during working hours. 
7 Close window openings. 

37 Provide panic-proof hardware. 

3 Swing screened hinged sash outward. 
36 Swing exit doors outward. 

11 Alter or repair doors or windows, 

4 Provide metal frame and sash and wire glass windows. 
21 Provide gradient. 

43 Provide new ground floor exits. 

4 Provide new exits, not fire-escapes, for upper floors, galleries or bat 

89 Place signs or lights over exits. 

18 Orders concerning exits, not elsewhere specified. 

3 Provide access to fire-escape by structural change, 

5 Provide slide-ladder or suspended stairway. 
45 Fasten chairs to floor, 

2 Provide ladder or stairway to roof. 

1 Clear hallway to exits. 

2 Clear passage to fire-escape, exclusive of hall. 

13 Paint fire-escape. 

17 Provide fire-escape.. 

3 Alter or repair fire-escape. 

41 Orders concerning electric wiring. 

58 Provide fire-extinguisher, 

18 Re-charge fire-extinguisher. 
1 Provide fire-gong. 

3 Remove scenery. 

^ Provide root scuttle. 

.TiC Provide fire-proof curtain. 

;9 Fire-proof walls, other than proscenium wall. 

'23 Fire-proof proscenium wall. 

■,22 Remove rubbish. 

12 Remove combustibles, , 
1 Remove mirrors, 

7 Remove hose from gas stoves. 

9 Sell no more tickets than seating capacity, 

14 Install standpipe and hose. 

4 Attach hose to standpipe. 

8 Discontinue use of motor for motion pictures. 
12 Keep extra films in tight metal box. 

18 Remove or fire-proof wood shelving, 

4 Rewind films inside boorii. 

■6 Provide safety mount for motion picture machine. 

■80 Provide or repair slides and cords for motion picture machine. i 

67 Provide standard machine booth, iOOQIC 



Number of 

orders containing 

each specified 

requirement. 



TABLE I — Continued. 

SERVICE — Concluded. 



Detailed Requirements of Orders Issued. 
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Fire-proof machine booth. 

Ventilate madiine booth. 

Provide standard door and hardware for machine booth. 

Orders concerning machine booth, not elsewhere specified. 

Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
Submit building plans. . 
Orders, instructional. 
Orders, miscellaneous, not elsewhere specified. 

Service, iNot Otherwise Classified. 
(30 establishments inspected.)' 

Children, Minors and Women. 
Post cliild and minor labor notices. 
■Stop employment of boys 16 but under 18 r 
Stop employment of boys 16 but under 18 m 
Stop employment of boys 16 but under 18 i 



! than 10 hours per day. 
than 54 hours per week, 
e than 6 days per week.. 



General Safety. 
Abandon building permanently. 

Abandon building until required changes are completed. 
Make general structural repairs on building. 
Provide, extend or repair handrails for stairways. 
Repair, re-arrange or remove stairways. 

Sanitation, Etc. 
Paint, paper or whitewash workroom. 

Dangerous Machinery and Processes. 
Orders concerning dangerous processes, not elsewhere specified. 
Guard fly- or drive-wheels. 

Protection from Fire. 
Screen open stoves. 
Cover furnaces or fuel rooms. 
Provide panic-proof hardware. 
'Swing exit doors outward. 
Paint fire-escape. 
Provide fire-escape. 
Provide fire-extinguisher. 
Attach hose to standpipe. 



Miscellaneous Orders. 



1 Orders, instructional. 
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TABLE I — Continued. 

TRADE. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Wholesale and Retau. 
(3,263 establishments inspected.) 

Offices. 
(34 establishments inspected.) 

Children, Minors and Women. 
1 Keep and post register of children, 

1 Post child and minor labor notices. 

2 ' Post female labor notices. 

2 Secure school certificates for girls under 18. 

1 Stop employment of girls 16 but under 18 more than 8 hours per day. 
1 Stop employment of girls 16 but under 18 more than 48 liours per week. 
1 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6 P. M. 
1 Stop employment of girls 18 but under 21 before 6 A. M. or after 

10 P. M. 
1 Stop employment of females over 18 more than 10 hours per day. 

3 Stop employment of females over 18 more than 54 hours per week. 

Furnishings. 
1 Orders concerning furnishings, not elsewhere specified. 

Ventilation and Over-Crowding. 

1 Provide ventilation where system is not used. 

Sanitation, Etc. 

2 Clean water-closet. 

1 Provide or use disinfectant for water-closet, 

1 Build or extend water-closet partition or provide cover for top of water- 

1 Provide separate water-closets for each sex, 

3 Provide water-closet. 

Dangerous Machinery and Processes. 
1 Provide rubber mat or wood platform at switch-board, 
1 -Guard shafting, exclusive of set-screws, 
i Guard fly- or drive- wheels. 

Protection from Fire. 
1 Provide new ground floor exits. 
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TABLE I — Continued. 
TRADE — Continued. 
Number of 
ordert eontatning 
eacif specifitd Detailed Requirements of Orders Issued. 



regutrement. 



Miscellaneous Orders. 



Orders, instructional. 

Orders, miscellaneous, not elsewhere specified. 

Oil Distribution, 
(28 establishments inspected.) 

General Safety. 
Repair or renew floors. 

Provide, extend or repair guard-rail for floor opening or platform. 
Provide railed platform and steps at ground exit. 
Provide, extend or rqiair handrails for stairways. 
Orders concerning general safety, not elsewhere specified. 

LighliHg. 
Provide light for basement. 
Provide light for workroom. 
Orders concerning lighting, not elsewhere specified. 

Ventilation and Over-Crowding. 
Alter or repair means of ventilation where system is rot used. 

Heating. 
Provide means of heating *here system is not used. 



Provide water-closet. 

Dangerous Machinery and Processes. 
Guard beltii^ and pulleys. 
Guard cog, gear and friction wheels. 
Guard fly- or drive-wheels. 
Guard set- screws, bolts, nuts and keys. 

Provide automatic gates or floor doors tor elevators, hoists or conveyors. 
Case in or otherwise guard unused sides of shafts 'or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 
Re-charge fire-extinguisher. 
Attach hose to standpipe. 
Orders concerning fire-protection, not elsewhere specified. 
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TABLE I — Continued. 

TRADE — Continued. 
Number of 
orders conlaining 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Salesboous. 
(3,136 establishments inspected.) 

ChildreH, Minors and IVomen. ■ 

28 Keep and post register of children. 

9b Post d:ild and minor labor notices. 

68 Post female labor notices. 

IS Discharge boys under 15. 

15 Secure school certificates for boys under 16. 

19 Stop employment of boys 15 but under 16 more than 8 hours per day. 

17 Stop employment of boys 15 but under 16 more than 48 hours per week. 

15 Slop employment of boys 15 but under 16 before 7 A. M. or after 
« P. M. 

3 Stop employment of boys 15 but under 16 more than 6 days per week. 

8 Stop employment of boys 16 but under IS more than 10 hours per day. 

10 Stop employment of boys 16 but under IS more than 54 hours per week. 

3 Slop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 

4 Stop employment of boys 16 but under 18 more than 6 days per week. 

11 Discharge girls under 16. 

77. Secure school certificates for girls under 18. 

88 Stop employment of girls 16 but under 18 more than 8 hours per day. 

96 Stop employment of girls 16 but under IS more than 48 hours per week. 

88 Stop employment of girls 16 but under 18 before 7 A. M. or after 

6P. M- 

22 Stop employment of girls 16 but under 18 more than 6 days per week. 

28 Stop employment of girls 18 but under 21 more than 10 hours per day. 
41 Stop employment of girls 18 but under 21 more than 54 hours per week. 
36 Stop employment of girls 18 but under 21 before 6 A. M. or after 

10 P. M. 
24 Stop employment of girls 18 but under 21 more than 6 days per week. 
1 Stop employment that requires constant standing of girls 18 but 
under 21. 

12 Stop employment of children under 13 at extremely dangerous occupa- 
tions. 

1 Stop employment of persons under 21 where intoxicating liquors are 
sold or handled. 

207 Stop employment of females over 18 more than 10 hours per day. 

279 Stop employment of females over 18 more than 54 hours per week. 

6 Allow 1 hour for lunch where separate lunch-room is not provided. 

1 Stop employment of women at emery wheels. 

29 Provide seats for women. 

1 Permit use of seats for women. 
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orders containing 

each specified 

requirement. 



TABLE I — Continued. 
TRADE —'Continued. 

Detailed Requirements of Orders Issued. 
General Safety. 



Abandon building permanently. 

Abandon building until required changes are completed. 

Orders concerning' chimneys, flues or stacks, not elsewhere specified. 

Repair or renew floors. 

Cover floor openings. 

Make general structural repairs on building. 

Provide, extend or repair guard rail for floor opening or platform. 

Repair or renew roof. 

Orders concerning minor repairs, not elsewhere specified. 

Provide additional inside stairways. 

Provide, extend or repair handrails for stairways. 

'Remove obstacles from stairways. 

Repair, re-arrange or remove stairways. 

Repair stairway treads. 

Orders concerning stairways, not elsewhere specified, 

Orders concerning general safety, not elsewhere specified. 

Lighting. 
Provide light for halls or stairs. 
Provide light for water-closet. 
Provide light for workroom. 

Furnishings. 
Orders concerning furnishings, not elsewhere specified. 

Ventilation and Over-Crowding. 
Provide ventilation where system is not used. 
Alter or repair means of ventilation where system is not used. 
Provide ventilation for water-closet or dressing-room. 

Heating. 
Provide heating system. 
Alter or repair heating system. 
Alter or repair means of heating where system is not used. 



Sanilatio 



.Etc. 



Clean air-shafts, cellars or yards. 

Provide sanitary drinking fountain. 

Provide individual drinking cups. 

Provide well. 

Clean or clear dressing-room. 

Provide screen or door for dressing-r 

Provide dressing-room for females. 
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TABLE I — Continued. 

TRADE — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

5 Provide adjacent dressing-room and water-closet. 

8 Provide dressing-room. 

4 Orders concerning dressing- rooms, not elsewhere specified. 
1 Qean halls or stairs. 

1 Clean lun«h-rooiii.. * 

2 Provide or repair drainage or spouting. 
2 Provide or repair plumfeing. 

2 Provide sink or water in wash-room. 

17 Provide additional water-closet facilities. 

61 Clean water-closet. 

20 Provide or use disinfectant for water-closet. 

1 Provide door for water-closet 

2 Provide lock and key for door of women's water-closet. 
1 Provide means of flushing water-closet. 

13 Build or extend water-closet partition or provide cover for top of water- 

1 Paint, paper or whitewash water-closet. 
17 Repair or rebuild water-closet. 

226 Provide separate water-closets for each sex. 

14 Place signs designating water-closets. 

11 Discontinue use of outside closet and provide equivalent inside facilities. 

5 Discontinue use of basement closet unless females are regularly em- 
ployed in basement 

55 Provide water-closet. 
4 Orders concerning water-closets, not elsewhere specified. 

2 Clean workroom. 

2 ' Paint, paper or whitewash workroom. 

2 Provide, clean or repair plumbing or sinks of workroom.. 

1 Provide proper receptacle for oily rags or like waste in workroom. 

1 Remove refuse from workroom. 

Dangerous Mackiiiery and Processes. 

1 Repair, alter or connect blower system or exhaust fans. 

4 Remove products of combustion, poisonous gas or dust. 

2 Provide rubber mat or wood platform at switch-board. 

2 Guard motors, dynamos, exciters and transformers. 
14 Guard belting and pulleys, 

5 Guard cog, gear and friction wheels. 

3 Guard shafting, exclusive of set-screws. 

1 Guard sprocket and chain belt. 

2 Guard emery wheels. 

1 Guard extractors. 

2 Guard power presses. 
2 Guard saws. 

2 Provide guards for machinery, not elsewhere specified. 
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orders containing 

each specified 

requirement. 



TABLE I — Continued, 
TRADE— Conlinued. ' 



Detailed Requirements of Orders Issued. 



10 Guard fly- or drive wheels. 

7 Guard set-screws, bolts, nuts and keys. 

1 Prohibit removal of guards. 

15 Provide automatic gates or floor doors for elevators, hoists or conveyors. 

5 Repair automatic gates or floor doors for elevators, hoists or conveyors. 

6 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

2 Case in unsued sides of elevator car. 
1 Clean elevator or hoist. 

7 Guard elevator ledges. 

11 . Repair elevator, hoist or conveyor. 

5 Provide screen at top of elevator or hoist. 

3 Provide warning apparatus for descent of elevator.. 



Protection from Fire. 
Cover heating pipes. 
Cover furnaces or fuel rooms. 

Prohibit obstruction of aisles, spaces, entrances or exits. 
Keep doors and windows unlocked during working hours. 
Provide panic-proof hardware. 
Swing exit doors outward. 
Alter or repair doors or windows. 
Provide new ground floor exits. 
Provide new exits, not jire-escapes, for upper floors, galler 

Place signs or lights over exits. 

Provide slide-ladder or suspended stairway. 

Clear passage to fire-escape, exclusive of hall. 

Paint fire-escape. 

Provide fire-escape. 

Alter or repair fire-escape. 

Provide fire-extinguisher. 

Remove rubbish. 

Remove combustibles. 

Remove hose from gas stoves. 

Install standpipe and hose. 

Provide water and pails. 

Orders concerning .fire protection, not elsewhere specified. 



Miscellaneous Orders. 



■Label convict -made goods. 
Label mattresses. 
Orders, instructional. 
Orders, miscellaneous, not 
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TABLE I — Continued. 

TRADE — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of OrdefS Issued. 

requirement. 

Yards. 
(78 establishments inspected.) 

Children, Minors and Women. 
I Keep and post register of children. 
1 Post child and minor labor notices. 

1 Stop employment of boys 16 but under 18 more than 54 hours per week. 
1 Secure school certificates for girls under 18. 

1 Step employment of girls 16 but under 18 more than 6 hours per day. 
1 Stop employment of girls 16 but under 13 more than 48 hours per week. 

1 Stop employment of girls 16 but «nder 18 before 7 A. M. or after 
6 P. M. 

2 Stop employment that requires constant standing of girls 18 but 
under 21. 

1 Stop employment of females over 18 more than 54 hours per week. 

3 Provide lunch-room and allow 30 minutes for lunch. 

1 Allow 1 hour for lunch wliere separate lunch-room is not provided. 

General Safety. 

4 Repair or renew floors. 

1 Cover floor openings. 

2 Make general structural repairs on building. 

6 Provide, extend or repair guard-rail for floor opening or platform, 

12 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

1 Orders concerning general safety, not elsewhere specified. 

Ventilolion and Over-Crowding. 
1 Provide ventilation where system is not used. 
1 Alter or repair means of ventilation where system is not used. 
1 Provide ventilation for water-closet or dressing-room. 



Provide means of heating where system is not used. 

Alter or repair means of heating where system is not used. 

Sanitation, Etc. 
Provide sanitary drinking fountain. 
Clean or clear dressing-room. 
Provide dressing-room for females. 
Provide adjacent dressing-room and water-closet. 
Provide dressing-room. 

Orders concerning dressing-rooms, not elsewhere specified. 
Clean halls or stairs. 

Provide lunch-room, other than that reserved for females. ,-, . 

Provide wash-room or washing facilities. i"iui:-'sc bv VjOOQ IC 



Number of 

orders containing 

each specified 

requirement. 



TABLE I — Continued, 
TRADE — Concluded. 



Detailed Requirements of Orders Issued. 



Provide additional water-closet facilities. 
Clean water-closet. 

Build or extend water-closet partition or provide cover for top of water- 
Repair or rebuild water-closet. 
Provide separate water-closets tor each sex. 
Place signs designating water-closets. 
Provide water-closet. 
Clean workroom. 
Remove refuse from workroom. 

Dangerous Machinery and Processes. 
Provide blower system or exhaust fans. 
Repair, alter or connect blower system or exhaust fans. 
Remove products of comtustion, poisonous gas or dust. 
Guard belting and pulleys. 
Guard cog, gear and friction wheels. 
Guard emery wheels. 

Guard planers, shapers, slotters, facers and jointers. 
Guard rolls and calenders. 
Guard saws. 

Guard stamping, shearing and punching machines. 
Keep dangerous machinery in good order. 
Guard fly- or drive-wheels. 
Guard set-screws, bolts, nuts and keys. 
Prohibit removal of guards. 

Provide automatic gates or floor doors for elevators, hoist or conveyors. 
Repair automatic gates or floor doors for elevators, hoists or conveyors. 
Case in or otherwise guard unused aides of shafts or openings of 
elevators, hoists or conveyors. 
Guard elevator ledges. 

Protection from Fire. 
Prohibit obstruction of aisles, spaces, entrances or exits. 
Keep doors and windows unlocked during working hours. 
Provide new exits, not fire-escapes, for upper floors, galleries or bal- 



Remove obstructions oi 
Provide fire-escape. 
Provide fire-extinguisher. 
Re-charge fire-extinguisher. 
Remove rubbish. 
Remove combustibles. 



fire-escape. 



Orders, instructi. 
Orders, miseellai 



Miscellaneous Orders. 
al, 
5U5, not elsewhere specified. 
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TABL£ I — Continued. 

TRANSPORTATION AND PUBLIC UTILITIES. 
(701 establishments inspected.) 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Caktace {E>sa¥ace) and Storage, Including Livery Stables. 
(16 establishments inspected.) 

Children, Minors and Women. 
1 Stop employment of females over 16 more than 54 hours per week. 
1 Allow one ho«r for lunch where separate lunch-room is not provided. 

General Safety. 

1 Make general structural repairs on building. 

Sanitation, Etc. 

1 Repair wash-room. 

2 Provide separate water-closets for each sex. 
1 Provide water-closet. 

Dangerous Machinery and Processes. 
1 Guard motors, dynamos, exciters and transformers. 
1 Repair automatic gates or floor doors for elevators, hoists or conveyors. 
1 Guard elevator ledges. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire, 
I Provide fire-escape. 
1 Provide fire-extinguisher. 

Miscellaneous Orders.' 
1 Orders, instructional. 

Electric Light anb Power and Waterworks. 
(260 establishments inspected.) 

Children, Minors and Women. 
1 Post child and minor labor notices. 

1 Stop employment of boys 16 but under 18 more than 10 hours per day. 
1 Stop employment of boys 16 but under 18 more than 54 hours per week. 
1 Stop employment of boys 16 but under 18 more than 6 days per week. 
1 Stop employment of females over 18 more than 54 hours per week. 



General Safety. 
Abandon building permanently. 
Build new chimneys, flues or slacks. 
Repair or renew floors. 
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TABLE I — Continued. 

TRANSPORTATION AND PUBLIC UTILITIES — Continued. 

Number of 
orders contaitting 

each specified Detailed Requirements of Orders Issued, 

requirement, 

2 Cover floor openings. 

2 Make general structural repairs on building. 

14 Provide, extend or repair guard-rail for floor opening or platfonn. 

3 Repair or renew roof. 

2 Orders concerning minor repairs, not elsewhere specified. 
11 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

3 Orders concerning general safety, not elsewliere specified. 

Ventilation and Over-Crowding. 
1 Provide ventilation system. 

5 Alter or repair means of vefttilation where system is not used. 

Sanitation, Etc. 

3 Provide sanitary drinking fountain. 

1 Provide individual drinking cups. 

1 Prohibit use of oil on floors. 

1 Provide or repair drainage or spouting. 

1 Provide or repair plumbing. 

1 Provide additional water-closet facilities. 

6 Clean water-closet. 

1 Provide or use disinfectant for water-closet. 

3 Repair or rebuild water-closet. 

1 Provide separate water-closets for each sex. 

15 Provide water-closet. 

1 Repair plaster of workroom. 

Dangerous Machinery and Processes. 

30 Provide rubber mat or wood platform at switch-board. 

1 Orders concerning dangerous processes, not elsewhere specified. 

3 'Guard air compressors. , 

9 Guard engines, exclusive of fly-wheels. 

6 Guard motors, dynamos, exciters and transformers. 

22 Guard belling and pulleys. 

1 Provide belt shifter or loose pulleys. 
6 Guard cog, gear and friction wheels. 

2 Guard shafting, exclusive of set-screws. 
8 Guard emery wheels. 

1 Guard planers, shapers, slotters, facers and jointers, 

2 Guard pumps. 
1 Guard saws. 

1 Provide guards for machinery, not elsewhere specified. 
21 Guard fly- or drive-wheels. 
14 Guard set-screws, bolts, nuts and keys. 
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TABLE I — Continued. 

TRANSPORTATION AND PUBLIC UTILITIES — Continued. 

Number of , 

orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

1' Prohibit removal of guards. 

1 Provide automatic gates or floor doors for elevators, hoists or con- 

1 Case in unused sides of elevator car. 

2 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection from Fire. 
2 Orders concerning electric wiring. 
2 Provide fire- extinguisher. 

Miscellaneous Orders. 

1 Orders, instructional. ' 

2 Orders, miscellaneous, not elsewhere specified. 

MEssEKaEH Sekvice. 
(7 establishments inspected.) 

Children, Minors and Women, 
i Keep and post register of children. 
4 Post child and minor labor notices. 
2 Secure school certificates for boys under 16. 
2 Stop employment of boys 15 but under 16 more than 8 hours per day. 

2 Stop employment of boys 15 but under 16 more than 48 hours per week. 

3 Stop employment o£ boys 15 but under 16 before 7 A. M. or after 
6 P. M. 

1 Stop employment of boys 16 but under 18 more than 10 hours per day. 
1 Stop employment of boys 16 but under 18 more than 54 hours per week. 
1 Stop employment of boys 16 but under IS before 6 A. M. or after 

10 P. M. 
1 Stop employment of boys 16 but under 18 more than 6 days per week. 

Protection from Fire. 
1 Remove combustibles. 
1 Remove hose from gas stoves. 

Telephones. 
(388 establishments inspected.) 

Children, Minors and Women, 

1 Keep and post register of children. , 
II Post child and minor labor notices. 

2 Discharge boys under 15. 

2 Secure school certificates for boys under 16. 

4 Stop employment of boys 15 but under 16 more than 8 hours per day. 
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TABLE I — COKTINUED. 

TRANSPORTATION. AND PUBLIC UTILITIES — Continued. 

Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

4 Stop employment of boys 15 but under 16 more than 48 hours per week. 
3 Stop employment of boys 15 but under 16 before 7 A. M. or after 

6 P. M. 
3 Stop employment of boys 15 but under 16 more than 6 days per week. 

2 Stop employment of boys 16 but under 18 more than 10 hours per day. 

3 Stop employment of boys 16 but under 18 more than 54 hours per week. 

4 Stop employment of boys 16 but under 18 before 6 A. M. or after 
10 P. M. 

3 Stop employment of boys 16 but tinder 18 more than 6 days per week. 
3 Discharge girls under 16. 

7 Secure school certificates for girls under 18. 

3 Stop employment of girls 16 but under 18 more tlian 8 hours per day. 

4 Stop employment of girls 16 but under 18 more than 48 hours per wedc. 

5 Stop employment of girls 16 but under 18 before 7 A. M. or after 
6 P. M. 

6 Stop employment of girls 16 but under 18 more than 6 days per week. 

3 Stop employment of girls 18 tut under 21 more tian 10 hours per day. 

8 Stop employment of girls 18 but under 21 more than 54 hours per week. 
18 Stop employment of girls 18 but under 21 before 6 A. M. or after 

10 P. M. 
30 Stop employment of girls 18 but under 21 more than 6 days per week. 
11 Stop employment of females over 18 more than 10 hours per day. 
27 Stop employment of females over 18 more than 54 hours per week. 
1 Allow 1 hour for lunch where separate lunch-room is not provided. 

General Safety. 

1 Provide, extend or repair guard-rail for floor opening or platform. 
18 Provide, extend or repair handrails for stairways. 

4 Repair, re-arrange or remove stairways. 

2 Orders concerning general safety, not elsewhere specified. 

Lighting. 
1 Provide light for dressing-room. 

1 Provide light for halls or stairs. 

2 Provide light for water-closet. 

1 Provide light for workroom. 

Ventilation and Over-Crowding. 

2 Provide ventilation where system is not used. 

3 Alter or repair means of ventilation where system is not used. 
3 Provide ventilation for water-closet or dressing-room. 

Sanitation, Etc. 

9 Provide sanitary drinking fountain. 

3 Provide individual drinking cups. (^ r\r\r\\i-* 
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TABLE I — Continued. 
TRANSPORTATION AND PUBLIC UTILITIES — Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

2 Clean or clear dressing-room. 

1 Provide dressing-room for females. 

2 Provide sink or water in dressing-room. 

1 Provide adjacent dressing-room and water-closet. 

1 Provide dressing-room. 

2 Clean halls or stairs. 

1 Provide or repair pl-umbing. 

2 Provide individual towels. 

1 Provide additional water-closet facilities. 
12 Clean water-closet. 

4 Provide or use disinfectant for water-closet. 

4 Provide lock and key for door of women's water-closet. 

4 Repair or rebuild water-closet. 

14 Provide separate water-closets for each sex. 

2 Place signs designating water-closets. 

2 Discontinue use of outside closet and provide equivalent inside facilities. 

6 Provide water-closet. 

1 Clean woiTcroom. 

1 Paint, paper or whitewash workroom. 

2 Provide towels in workroom. , 

Dangerous Machinery and Processes. 
1 Guard belting and pulleys. 

1 Guard cog, gear and friction wheels. 

2 Guard fly- or drive-wheels. 

1 Case in or otherwise guard unused sides of shafts or openings of 
elevators, hoists or conveyors. 

Protection from Fire. 
1 Cover furnaces or fuel rooms. 

1 Provide panic-proof hardware, 

4 Provide new exits, not fire-escapes, for upper floors, galleries or bal- 

8 Provide fire-escape. 
10 Provide fire-extinguisher.. 

Miscellaneous Orders. 
49 Orders, instructional. 

2 Orders miscellaneous, not elsewhere speciiied. 

Tkansportatio.v and Public Utilities, Not Otherwise Classified. 
(30 establishments inspected.) 

Children, Minors and Women.^ 
1 Stop employment of females over 18 more than 54 hours per^week. 
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TABLE I — Q/NTINUED. 

TRANSPORTATION AND PUBLIC UTILITIES — Concluded. 

Nvmbtr of 
orders containing 
each specified Detailed Requirements of Orders Issued, 

regviremeitt. 

General Safety. 
1 Repair or renew floors. 
1 Cover floor openings. 

3 Provide, extend or repair guard-rail for floor opening or platform. 
1 Repair or renew roof, 

1 Orders concerning: minor repairs, not elsewhere specified. 
6 Provide, extend or repair handrails for stairways. 

2 Repair "airway treads. 

Sanitation, Etc. 
1 Clean wash-room. 

1 ' Repair wash-room. 

1 Provide wash-room or washing facilities. 
1 Clean water-closet, . 
1 Provide or use disinfectant for water-closet. 

1 Repair or rebuild water-closet, 

2 Provide water-closel. 

Dangerous Machinery and Processes. 
1 Guard engines, exclusive of f)y-wheels. 
6 Guard belting and pulleys. 

4 Guard cog, gear and friction wheels. 

1 Guard shafting, exclusive of set-screws. 

1 Guard sprocket and chain belt. 

1 Guard rolls and calenders, 

5 Guard fly- or drive-wheels. 

3 Guard set-screws, bolts, nuts and keys. 
1 Keep guards in good order. 

1 Orders concerning elevators, hoists and conveyors, not elsewhere 
specified. 

Protection front Fire. 
1 Provide fire-extinguisher. 
1 Remove rubbish. 
1 Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
1 Orders, instructional 



HIGH EXPLOSIVES, 
(49 establishments inspected.) 

Orders concerning amounts and locations of : 
Move magazine. 
Provide new magazine. 
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TABLE I — Continued. 
HIGH EXPLOSIVES — Concluded. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

1 Place sign on magazine or vehicles of transportation. 

2 File statement. 

10 File sworn statement. 

11 Execute bond. 

2 Certificate -revoked. 

Miscellaneous Orders. 
1 Orders, instructional. 



NEW BUILDINGS. 
(66 establishments inspected.) 

Chuhches. 
(9 establishments inspected.) 

Generiil Safety. 
Make general structural repairs on building. 
Provide railed platform and steps at ground exiL 
Orders concerning minor repairs, not elsewhere specified. 
Provide, extend or repair handrails for stairways. 

Ventilation and Over-Crowding. 
Provide ventilation system. 



Heating. 
Alter or repair heating system. 

Protection from Fire. 
Cover furnaces or fuel rooms. 
Provide standard fireproof doors. 
Provide panic-proof hardware. 
Swing exit doors outward. 
Provide new ground floor exits. 
Provide new exits, not fire-escapes, for upper floors, galler 

Alter or repair fire-escape. 

Miscellaneous Orders, 
Submit building plans. 
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TABLE I — Continued, 

NEW BUILDINGS— Continued. 
Number of 
orders containing 
each specified Detailed Requirements of Orders Issued. 

requirement. 

Halls. 
(5 establishments inspected.) 

General Safety. 

1 Abandon building until required changes are completed. 

2 Provide, extend or repair handrails for stairways. 

1 Repair, re-arrange or remove stairways. 

Ventilation and Over^Crowding. 

2 Provide ventilation system. 

1 Alter or repair ventilation system, 

1 Provide ventilation for water-closet or dressing-room. 

Heating. 

1 Provide heating system. 

Protection from Fire. 

2 Provide standard fire-proof doors. 
1 Provide panic-proof hardware. 

1 Swing exit doors outward. 

2 Provide metal frame and sash and wire glass windows. 

1 Provide new exits, not fire-escapes, for upper floors, galler 

1 Fire- proof stairways, 

1 Provide fire-escape. 

1 Provide fire-extinguisher, 

2 Fire-proof walls, other than proscenium wall, 
1 Install standpipe and hose. 

1 Attach jiose to standpipe. 

Miscellaneous Orders^ 
1 Submit building plans. 

Hospitals. 
(1 establishment inspected.) 

Ventilation and Over-Crowding. 
1 Alter or repair ventilation system. 

Heating. 
1 Alter or repair heating system. 
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TABLE I — Continued. 

NEW BUILDINGS — Continued. 
Number of , 
orders containing 
each specified Detailed Requirements of Orders Issued, 

requirement. 

Protection from Fire. 
1 Provide panic-proof hardware. 

1 Orders concerning fire protection, not elsewhere specified. 

Schools. 
(28 establishments inspected.). 

General Safety. 

2 Change or repair chimneys, flues or stacks. 

1 Repair or renew floors. 

6 Make general structural repairs on building. 

2 Repair or renew roof. 

2 Provide railed platform and steps at ground exit, 

8 Orders conceriiing minor repairs, not elsewhere specified. 
5 Provide, extend or repair handrails for stairways. 

Lighting. 
1 Provide light for workroom. 

Ventdalion and Over-Crowding. 
1 Restrict use of parts of building to specific purposes. 
1 Provide ventilation system. 

9 Alter or repair ventilation system. 

1 Provide ventilation for water-closet or dressing-room. 

2 Orders concerning ventilation and over-crowding, not elsewhere specified 

Heating. 
X Provide heating system. ■ 
14 Alter or repair heating systetn. 

Sanitation, Etc. 

3 Provide or repair drainage or spouting. 

2 Provide additional water-closet facilities. 

1 Provide separate approaches to water-closet. 

5 Repair or rebuild water-closet. 

1 Provide water-closet. 

1 Plaster or ceil walls of workroom. 

Dangerous Machinery and Processes. 

2 Guard belting and pulleys. 

1 Guard shafting, exclusive of set-screws. 

1 Guard fly- or drive-wheels. 

1 Cuard set-screws, bolts, nuts and keys. 
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Number of 

orders containing 

each specified 

requirement. 



TABLE I — Continued. 

NEW BUILDINGS— Continued. 

Detailed Requirements of Orders Issued. 



Protection frc 






Cover furnaces or fuel rooms. 

Provide standard fireproof doors. 

Provide panic-proof hardware. 

Swing exit doors outward. 

Alter or repair doors or windows. 

Provide ladder or stairway to root. 

Provide fire-extinguisher. 

Provide fire-gong. 

Fire-proof walls, other than proscenium wall. 

Remove rubbish. 

Orders concerning fire profection, not elsewhere specified. 

Miscellaneous Orders. 
Submit building plans. 
'Orders, miscellaneous, not elsewhere specified, 



Theaters. 
(23 establishments inspected.) 

General Safety. 
-Abandon building permanently. 
Abandon part of building permanently. 
Make general structural repairs on building. 
Provide railed platform and steps at ground exit. 
Repair, re-arrange or remove stairways. 

Lighting. 
Provide light for water-closet. 



Provide standard seats. 
Re-arraiage seats. 

yentUation and Over-Crowding. 
Provide ventilation system. 
Alter or repair ventilation system. 
Provide ventilation for water-closet or dressing 



Heating, 
Provide heating system. 
Alter or repair heating system. 
Alter or repair means of heating where syster 
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Number of 

orders containing 

each specified 

requirement. 



TABLE I — Continued. 
NEW BUILDINGS — Concluded. 



Detailed Requirements of Orders Issued, 
Sanitation, Eic, 



Repair or rebuild v 



r-closet. 



Protection from Fire, 
Change aisles. 

Cover furnaces or fuel rooms. 

Prohibit obstruction of aisles, spaces, entrances or exits. 
Provide standard rfirep roof doors. 
Close window openings. 
Provide panic- proof hardware. 
Provide steel shutters. 
Alter or repair doors or windows. 
Provide metal frame and sash and wire glass windows. 
Provide gradient. 
Place signs or lights over exits. 
Orders concerning exits, not elsewhere specified. 
Provide ladder or stairway lo root. 
Provide fire-escape. 
Orders concerning electric wiring. 
Provide fire-extinguisher. 
Paint stage appurtenances. 
Remove scenery. 
Provide roof scuttle. 

Fire-proof walls, other than proscenium wall. 
Remove rubbish. 
Remove combustibles. 
Install standpipe and hose. 
Remove or fire-proof wood shelving. 
Provide safety mount for motion picture machine. 
Provide or repair slides and cords for motion picture mad 
Provide standard machine booth. 
Ventilate machine booth. 
Rewind films inside booth. 

Provide standard door and hardware for machine booth. 
Orders concerning fire protection, not elsewhere specified. 

Miscellaneous Orders. 
Submit building plans. 

TENEMENTS. 
(146 establishments inspected.) 

General Safety. 
Repair or renew floors. 

Make general structural repairs on building. 
'Repair or renew roof. 
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TABLE I — CoNcunjED. 

TENEMENTS— Concluded. 
Number of 
ordtrs containing 
each ipetified Detailed Requirements of Orders Issued. 



requirement. 



Provide railed platform and steps at ground exit. 

Provide additional inside stairways. 

Provide, extend or repair handrails for stairways. 

Repair, re-arrange or remove stairways. 

Orders concerning general safely, not elsewhere specified. 



Lighting. 



Provide light for halts 
Provide light for walet 



yentilalion and Over-Crowding. 
Alter or repair means of ventilation where system is not used. 

Sanitalian, Etc. 
Provide or repair drainage or spouting. 
Provide or repair plumbing. 
Provide additional water-closet facilities. 
Clean water-closet. 
Repair or rebuild water-closet. 
Provide separate water-closets for each sex. 
Clean workroom. 

Protection from Fire. 
Cover furnaces or fuel rooms. 
Provide standard fire-proof doors. 
Swing exit doors outward. 

Orders concerning doors and windows, not elsewhere specified. 
Provide new ground floor exits. 
Provide new exits, not fire-escapes, for -upper floors, galleries and bal- 

Piace signs or lights over exits. 

Provide slide-ladder or suspended stairway. 

Clear hallway to exits. 

Paint fire-escape. 

Provide fire-escape. 

Alter or repair fire-escape. 

Orders concerning fire-escapes, not elsewhere specified. 

Orders concerning electric wiring. 

Provide tire-extinguisher. 

Re-charge fire-extinguisher. 

Provide Hfe-line. 

Remove rubbish. 

Remove combustibles. 

Remove hose from gas stoves. 

Install standpipe and hose. 
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LIST OF FIRMS PROSECUTED. 



'irm PiDiecated. 



> Co., J. (W. M. KellDCf). 

> Co., J. (W. M. KelloM)., 
Knee Panti Co. (J. Roth- 



Big Four Knee Pint. Co. 


(J. Roth- 


^"M^^lipfr" 


rant CM 


i. J. M. 




«nVCM 


..■■■j.-ii:- 


Cixton Migulne 
Qcveland Cuitom 


S" 


coV'Va.' 


aeve?»nd' Ctinom 


Garment 


Ca (A. 


Cleveland Macaro 


i Co. (Karl Gam- 


Qevdand Woolen 




(Geo. H. 


OeveUod Wool™ 


Mill. Co 


(Geo. H. 




MiU. Co 


(Geo. H. 


Cleveland Woolen 
















Donkin, G. M 



lids Canning 

ilda Canning i,o. i 

ilda Canning Co. ( 



Canning Co 
. The (fhoB. 

Mgr.) 

Fait Co.. The (ThoB. 



S. Sn 

^. S. Sn. 

J. S. Smith). 
. Rtuhmote, 



. (I. Christ. Mgr.) 
. (I. Christ. Mgr.) 



Ciocinna 



Springfield . 



Qeveland 
Oevetand . 



Qeveland . 

Cleveland 

Circleville 



iloymeni of girl IB but under IS years 
-ge after 8 P. M 

frocnt of gfrl 16 but under 18 yeara 

wLthom''«clfool Mrtfficate. !"^". .".. . 
irment of girl IB but under IB years 

yment of girl 18 but under 18 yeara 

fmtnl of female over IS yeara of 
?^'e'nt"'oT f'lS?"'o'v£r"l8"j;earV oi- 

^ro,'h'fr''wi^'e?a"i1fird^.'"!:;:::;:: 

without whool certificate 

not olherwiH cUssitied 

rment of female over IS years of 

more than 10 hours per day 

rmeni of girl under is years of 

without school certificate 

rment of Rirl is but under IS year. 

not olberwise daa^fied! 

more than 10 hours per day 

yment af ;irl 16 but under IS yean 

wTthoul''.c^ool cerirficate. 7.'"'. °. . 
yment of female over IS years of 

more than 10 hours per day 

vment of boy under 15 yeara of age. 
yment of girl under 18 years of age. 
ymeni of girl under 16 yeara of age. 
rment of Boy under IS years of age. 
ymerl of girl 18 hu( under 18 years 

re after 8 P. M 

(■ment of girl under IS years of age. 

ymenl of female over 18 years of 

r'ot"age''after°8 P. M.". .."..." 

yment of girl under 18 years of 

H'ilhout school certificate 

yment of female over IS years of 

yment of girl under IB yean of 
without school certificate 

yment of girl under IB years of age 

jul school certificate '. 

yment of female over 18 yean of 

more than 10 hours per day 

vment of female over IS years of 

yment of female over 18 yeaVs'ot' 

ymert of boy IS but under 18 yean' 

je after 8 P. M 

yment of female over 18 years of 

more than 10 hours per day 

yment of female over IS year, of 

"inent of"irirl 1rt but under 18 yean' 
!e more than 8 hours per day 
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LIST OF FIRMS PROSECUTED. 



Judge Bdl .. 
E, E. Ey<tett 
E. E. Everett 
M. J. Penty.. 



guilty... 



M. J. ] 



■nty. . . 



M. I. Penty,,. 
M. J. Penty... 






fiuilty . 
Guilty . 






Guilty . 



Pei.ty Guilty . 

F. Miller ' r.uilty . 



F: Miller 
F. Miller 

F. Miller 



Guilty , 

Guilty . 

Guilty . 

Guilty . 

Guilty . 

Guilty . 

Guilty . 

Guilty , 

Guilty . 

Guilty . 

Guilty . 

Guilty . 



Action dismissed at State's 
Fines suspended. 



Fine suspended. 
Fines suspended. 



Fines suspended. 
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LIST OF FIRMS PROSECUTED — Continued, 



Perton ot Firm Prosecuted. 


Cily. 

Clef eland .,,. 
CleveUnd .... 

Qeveland '.'.'.'. 
qeveland, ,,,. 

Springfield ... 
CleveUnd .... 
Cleveland .... 
Cleveland .... 
Cincinnati ... 
Cincinnati ... 
Cincinnati ... 
Cincinnati ... 
Cincinnati ... 

Cincinnati ... 

CleveUnd .... 
Qeveland .... 
Cleveland .... 
Cincinnati ... 

Cleveland .... 

aeveland ,.,, 
Cleveland .,.. 
aeveUnd .,,. 

Xenia 

Cincinnati ... 
Cincinnati ... 
Cincinnati . , . 
Cincinnati ,.,. 
Cincinnati ... 
Cincinnati ... 
Qeveland .,.. 
Qeveland ,,,, 
Springfield ,.. 
Springfield .,, 


cuti'ni. 


Came, 




■ 

I 

82 

1 


'7'.T-.!;.;'."p"srr''-'.'"— 






age more than 10 hours per day 


■ 




of aae more than S hotin pet day 




Employment of boy under is years of 










Employmenl of minor under K yean of 






Employmenl of boy under IS years of 






Employment of female over IS years of 
age more than 10 hours per day 

':»':riV/r'p.'"M",'™'":. •''":•. 
















age more than 10 hours per day 

of age more than 8 hours per day 

Employment of female over 18 years of 










aee more than ID hours per day 

of age more than 8 hours per day 

of age more than S hours per day 

EmPo"mmt'ofVr" lebu't ^nder IVyMri' 
of age more than S hours per day 

of age more than 8 hours per day 

Employment of boy 16 but under W years 

of age more than g hours per day 

Employment of female over 'is years of 

age more than 10 hours per day 

Crenrothe"i'."eSi'a''^fi£1'.:'.?::: 


Meckl h Lo ■ E 








M 11 C G 


M 11 


SI!S7"'cSc,iKi.'J::i»:Ki;^ 


Molern Credit Golhing Co. (R. Kan- 


Mo^rn <^redit Clothing Co. <R. Kan- 


Ohio Confeclion Co. (Sindi Myer).... 
Ohio Confection Co. (Sandi Myer).... 


Employment of aiti 18 but under IS years 

of age more than 8 hours per day 

Employment of girl under 18 years of age 


Ohio Varnish Co. (F. M. MtDonald).. 






Employment of female over 18 years of 

age more than 10 hours per day 

Employmenl of girl but under 18 years of 






Oskami^Nolting Co. (Chis. A. Nolt- 


'=XT.'".?',.'l'M.'r'."."'" ■•..'*■", 

Employment of boy IS but under IS years 
Employmenl of female over 18 year's' of' 


Oskamp-NoUing Co, (Chas. A. Nolt- 




EKUta?,?.': ,'»'-?■«■:'&■ 


of^age more than 8 hours per day 

Employment of girl M but under 18 years 
of age more than H hours per day 

of age more than 8 hours per day 


Phelps Candy Co,, j, H. (E, ii, john- 


Pony ResUurant (Harry Horn) 


. - g 




age more than 10 hours per day 





DniErtb, Google 



M. J. Peiity.. 
M. J. Penty.. 



M. T. Penty 

M. 3. Penty 

M. T. Penty 

M. J. Peaty 

Judge Bell 

Geo. W. Tehan... 



M. 



J. Peni 

J. P'ni 

i. P«ii 

J. Peni 

J. Peni 

J. Peni 



M. J. Penty 

Samuel Gallowaj .. 
. Armttronf... 

H. 






M. J. Penty.. 
M. J. Penty.. 
Geo. Tehsn . 
Geo. Tehan , 



LIST OF FIRMS PROSECUTED — Continued. 



:h»el B. Dempiey... 
:hael B. DeinpKy... 

D. Atrpittoog 

D. Atmilrong 

D. ArmitroBg 



as 00 

75 00 
50 00 

300 

2S00 
85 00 

ij 00 

ss 00 

500 
20 00 

eoo 

!a00 
100 00 

500 
50 00 

soo 
as 00 

2S0O 

40 00 

5 00 
16 00 
20 00 
10 00 

100 00 

25 00 

so 00 

50 00 
£5 00 
90 00 
25 00 



Fines suspended. 
Fines KispeDded. 
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LIST OF FIRMS PROSECUTED — Continued. 



Preaaing and Orr Co 

Preaaiog and Ort Co...; 

Pureell, E. C 

Puriell, E. C 

Oucen CitT Box Co. (ObTM Gray, 

Supt.) 

Qu«n City Box Co. (01ir«t Gray, 

Red "fc iieixngti'Serrio-'Xi:'. C. 

Hall) 

Red Bor MesKoger Service (C. C. 

Red BoT MesKnger'SerVlce'cc'C 
HiU) 

Red Boy Meuenger Service (C. C. 
Hall! 

Roaenberg, Samuel 

Boaenberg, Samuel 

Rudolph, W. H 

Scbanu Mattresi Co. (Sol. Flenner).. 

SchanU Mattresi Co. (Sol. Flenner)., 

Schantt Mattreai Co. (Sol. Flenm 

" •SB 

ears & Co., C. E. (H. M. Critej).. 
(Fred Seik).. 



.. (Sol. Flenn 
,. (Sol. Flenn 



Market 


Lunch 


(Ch»». 


Market 


Lunch 









Standard Real 
Standard Real 
Surk County 



tark County Telephone Co 

[erling Cork and Seal Co. (W. 

Hafin) 

teiHng Cork and S(al Co. (W. 



/eslwood Inn-Dover Bay (Mrs. C. R. 

^eatwSod''inn-Do«VBaV'(Mti:'C.*'H'. 

Hayden) 



Hamilton . 
Hamilton . 



Cirdeyille . 
W«t Toled 
Cleveland . 



Cleveland , 
CleveUnd . 



Oeveland , 
Cleveland . 
Springfield . 



-ment of girl 10 but under IB years 

e more tban 8 houri per day 

'RienC of boy IG but under iS years 
e more than 8 houra per day 

■ment of girl 18 but under 18 years 

e after 6 P. M 

'raenl of boya 16 but under 18 years 

e more than B hour, per day 

ment of boya IS but under 10 
of age more than 3 boura per day. 

e^M me.«nier after"* P.'m..'.'*!T. 
■ment of boy 18 but under IS years 

e aa meiaengcr after 8 P. M 

ment of boy under ja yeaia of age 

e more tban 10 houri per day 

ment of female over IS years of 

'ment of female over 18 yeara oi 

■ment of boy 16 but under IB 

of age after 8 P. M 

■mem of girl under IS years of 
vithoul achool certificate 

^raore iKn 8 hour»"5e"dsy.^."". 
■ment of girl under 16 ycara of age. 

not otberwiae'claaaificd'™.'.'!. "f ' 
ment of girl 16 but under IS yeara 

e more than 8 boura per day 

'ment of boy 16 but under IB years 

'ment of female over 18 yean of 
npre than 10 houra per day 

Traore iSn g houra"^t'day .'!!?". 
mcnl of female over Ig year* of 

■ment of girl 16 but under 18 years 

■ment of female over 18 yea'rV'of' 

lore than 10 houra per day 

■mem of girl IB but Under 18 years 

t more than 8 houra per day 

■ment of girl 18 but under 18 years 

e more than 8 boors per day 

■ment ot female over IB years of 

note than 10 hoars per day 

■ment ot female over 18 yeara of 

■ment of female over 18 yea'ri'of' 

nor* than 10 houra per day.....?.. 

ment of girl 18 but under IS years 

ment of girl IB but under 18 years 

ment of female over 18 years of 

(lore tban 10 houn per day 

■ment of girl under 18 years of 

vithont achool certificate 

■ment of female over is years of 

! witbout school certificate. 

>re than 10 boura per day 

lent of (irl 18 but under 18 years 

more than S houra per day 

>ent of female over IS yeara of 
>re Ihan 10 houra per day 
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LIST OF FIRMS PROSECUTED — Continued. 



Judee 

Judge 

H. D. 

H. D. 

M. J. 

M. J. 

M. j. 

M. J. 

H. D. 

II. D. 

Arthu. 

W. H. 

W. H. 

W, H. 

W. H. 

M. J. 



J. C. GMlle. 
J. C. Goel!»i 

Bell 

Bell 

Ptntr 

Penll' 

P">» 

P«nty 

Armslrong. . 

Markey ... 

Moilon 

Morton 

Morton 

Penty , 

J. C. Goellei 

J, C. Goellei 

Neivman..,., 

Penty 

P"ity 

Armstrong:., 
Armstrorrg... 

Penty 

Penty 

Rinehart 

Newman..... 

Penly 

Penty 

rehan 

Penty 



Flnei suspended. 

Fine sutpended. 

Guilty I 15 00 1! DO Fines suspended. 

Guilty , 
Guilty . 
Guilty . 
Guilty . 



Guilty . 
Guilty . 
Guilty . 



Guilty 

GuiltJ 

Guilty '.'.'.'.'.'.'.'.'.'.'. 


86 09 
13 00 


585 
4B5 


■ 




1 


26 00 
G DO 

10 00 
300 

10 00 

2fi00 

460 OO 

300 

300 

MOO 
30 00 

MOO 
26 00 
SOO 

'IZ 

3 00 




G It 








G It 






700 


1, 




C 'It 














420 














C 'Ity 


7 1J 








760 




10 50 


r -1 


400 








-30 


Guilty 


13 40 



Fines suqwnded. 
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UST OF FIRMS PROSECUTED — Concluded. 



.....,,„.,„...„.. 


Cily. 


icuti'n.. 




Catiie 






Whji* Sut Laundry (Wm. W. 


o...... ...1 . 


ESfSo?m^*n,' 


t,t femile 


% 








Wriglcy Brot. Co. <H. L. Pen, Mgr.) 


ars of age. 

dl^."..°.. 
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LIST OF FIRMS PROSECUTED — Concluded. 



Justic. 


Verdict 


Fine. 


Co»W. 


Remark.. 






8000 

20 00 


000 












'' 


F- 'tted 
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APPENDIX. 

CLASSIFICATION OF INDUSTRIES AND TYPES OF INSPECTION. 

(In General Tables I and 11 the data are arranged in five genera! industrial 
groups and in three groups representing types of inspection. The industrial groups 
are Construction, Manufactures, Service, Trade and Transportation and Public 
Utilities. The other groups are High Explosives, New Buildings and Tenements. 
In classifying the data for manufactures, a number of sub-groups were intro- 
duced. The classification of the separate manufacturing industries under these 
sub-groups follows the United States Census of Manufactures for 1909' as far as 
conditions permit. Manufacturing industries are grouped alphabetically under 
sub-groups.) 

CONSTRUCTION — 
General Contracting. 
Plumbing. 
Construction, not otherwise classified. 

MANUFACTURES — 

Chemicals and Allied Products. 
Acids and Wood Distillation. 
Blacking, Qeansing and Polishing Preparations. 
Fertiliiers. 
Ink, Printing. 
Paint and Varnish. 

Patent Medicines and Compounds and Druggists' Preparations. 
Petroleum Refining. 
Soap and Candles. ' 
Chemicals and Allied Products, not otherwise classified. 

Food and Kindred Products. 

Bread and Other Bakery Products. 

Butter, Cheese and Condensed Milk. 

Candy and Salted Peanuts. 

Canning and Preserving, Fruits and Vegetables. 

Coffee, Tea and Spices. 

Flavoring Extracts, 

Flour-mill and Gristmill Products. 

Ice-cream. 

Slaughtering and Meat Packing. 

Food and Kindred Products, not otherwise classified. 

Iron and Steel and Their Products. 
Blast Furnaces. 

Bolts, Nuts, Washers and Rivets. 
Cutlery and Tools, not otherwise classified. 
Forgings. 
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MANUFACTURES — Continued. 

Foundry and Machine-Shop Products. 

Machine Repairing. 

Pumps, Other than Steam. 

Safes and Vaults. 

Screws, Machine. 

Springs, Steel, Car and Carriage. 

Steel Works and Rolling Mills. 

Stoves and Furnaces, including Gas and Oil Stoves. 

Wirework, including Wire Rope and Cable. 

Iron and Sleel, not otherwise classified. 

Leather and Its Finished Products. 
Boots and Shoes. 
Lealiier Goods. 

Leather, Tanned, Curried and Finished. 
Leather and Its Finished Products, not otherwise classified. 

Liquors and Beverages. 
'Liquors, Distilled. 
Liquors, Malt. 
Liquors, Vinous. 
Mineral and Soda Waters. 
L 

Lumber and Its Re manufactures. ' 

Baskets and Rattan and Willow Ware. 
Boxes, Cigar. 

Coffins, Burial Cases and Undertakers' Goods. 
Cooperage and Wooden Goods, not otherwise classified. 
Furniture and Refrigerators. 
Planing Mills. 
Sawmills 
Wooden Boxes. 
Wood, Turned and Carved. 
Lumber and Its Re manufactures, not oiherwise classified. 

Metals and Metal Products, Other than Iron and Steel. 
Brass and Bronze Products. 
Copper, Tin and Sheet-iron Products. 
Electro-plating. 

Gas and Electric Fixtures and Lamps and Reflectors. 
Jewelry. 

Metals and Metal Products, Other than Iron and Sieel, i 
'classified. 

Paper and Printing. 
Bags, Paper. 

Bookbinding and Blank-book Making. 
Boxes, Fancy and Paper. 
Engraving and Die-sinking, 
Envelopes. 
Labels and Tags. 
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MANUFACTURES — Continued. 
Lithographing. 
Paper and Wood Pulp. 
Printing and Publishing. 
Stereotyping and Elect roty ping. 
Paper and Printing, not otherwise classified. 

Railroad Repair Shops. 

Steam Railroad Repair Shops. 
Street Railroad Repair Shops. 

Stone, Clay and Glass Products, 
Artihcial Stone. 
Brick and Tile. 
Glass. 

Glass Cutting, Staining and Ornamenting. 
Kaolin and Ground Earths. 

Marble and Stone Work. 

Pottery. Terra-cotla and Fire-clay Products. 

Wall Plaster. 

Stone, Clay and Glass Products, not otherwise classified. 

Textiles. 

Awnings, Tents and Sails. 

Bags, Otiier than Paper, 

Clothing, Men's — Buttonholes. 

Clothing. Men's, Including Shirts. 

Clothing, Women's. 

■Clothing, not otherwise classified. 

Cotton Goods and Cotton Small Wares. 

Flags, Banners and Emblems. 

Furnishing Goods, Men's. 

Hals, Men's and Boys'. 

Home WorksJiops. 

Hosiery and Knit Goods. 

Milhnery. 

Tailoring and Dressmaking. 

Woolen and Worsted Goods. 

Textiles, not otherwise classified. 

Tobacco Manufactures. 

Chewing and Smoking Tobacco. 
Cigars and Cigarettes. 
Tobacco Handlers. 

Vehicles for Land Transportation. 

Automobiles, including Bodies and Parts. 

Carriages and Sleds, Children's, 

Carriages, Wagons and Materials. 

Cars, Steam Railroad. 

Cars, Street Railroad. 

Vehicles for Land Transportation, not otherwise classified. 
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MANUFACTURES — Concluded. 

Manufactures, Not Otherwise Classified, 
Agricultural Implements. 
Brushes and Brooms. 

Electrical Machinery, Apparatus and Supplies. 
Ho use- furnishing Goods, not otherwise classified. 
Ice, Manufactured. 

Instruments, Professional and Scientific. 
Mattresses and Spring Beds. 
Models and Patterns. 

Musical Instruments — Pianos, Organs and Materials. 
Roofing. 
Rubber Goods. 

Ship Building, including Boat Building. 
Signs and Advertising Novelties, 
Sporting and Athletic Goods. 
Stationery Goods, not otherwise classified. 
Surgical Appliances and Artificial Limbs. 
Toys and Gaines. 
Umbrellas and Canes. 

Washing Machines and Clothes Wringers. 
Miscellaneous Industries, not otherwise classified. 



Churches. 

Halls. 

Hospitals. 

Hotels. 

Infinnaries and Homes, 

Laundries. 

Photographer*. 

Railway Stations. 

Restaurants. 

■Schools. 

Theatres, 

Service, not otherwise classified. 

TRADE, WHOLESALE AND RETAIL — 
Otfices. 

Oil Distribution. 
Salesrooms. 

TRANSPORTATION AND PUBLIC UTILITIES — 

Cartage (drayage) and Storage, including I-ivery Stables. 

Electric Light and Power and Waterworks. 

Messenger Service. 

Telephones. 

Transportation and Public Utilities, not otherwise classified. 
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HIGH EXPLOSIVES — 

NEW BUILDINGS — 
Cburdies. 
Halls. 
Hospitals. 

Schools. 
Theatres. 
Tenements. 
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